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PREFACE 


The  title  of  this  little  work  is  open  to  a  variety  of 
interpretations,  and  may  call  down  different  criticisms  on 
the  author.  The  nature  of  each  criticism  will  depend  upon 
the  ideas  the  reader  possesses  of  what  constitutes  success. 
When  one  of  the  wealthiest  men  in  the  United  States 
died,  and  page  after  page  of  the  daily  papers  was  devoted 
to  the  story  of  his  life,  it  must  have  occurred  to  many  that 
a  man  who,  as  the  sum  of  all  those  columns,  could  not 
secure  a  favorable  comment  had  not  lived  successfully. 
Yet  he  began  poor  and  ended  rich,  and  these  few  words, 
it  is  to  be  feared,  describe  a  very  usual  idea  of  success. 
There  is  no  doubt  that  if  this  book  told  of  a  sure  road  to 
wealth,  by  means  however  questionable,  it  would  be  in 
great  demand.  Those  who  look  in  it  for  this  will  naturally 
be  disappointed. 

Prefaces  are  the  least  read  portions  of  a  book  and 
this  preface  will  share  the  common  lot.  Yet  in  it  will 
be  given  in  one  word  the  basis  and  corner-stone  of  success 
for  each  reader.  It  is  himself.  If  the  reader  is  of  the 
right  stuff,  and  cares  sufficiently  for  success,  he  will  suc- 
ceed. If  he  is  not  of  this  material,  no  book  and  no  study 
will  produce  the  result. 

It  seems  a  hard  thing  to  say  that  honor  and  honesty 
are  not  in  themselves  favorable  to  progress  in  the  accumu- 
lation of  a  fortune.  He  who,  as  he  feels  the  end  ap- 
proaching, looks  back  on  the  long  struggle  and  feels  that 
honor  was  his  guide  and  that  he  has  wronged  no  man, 
who,  as  he  thinks  of  his  temptations,  can  know  that  he 


has  mercifully  been  allowed  to  escape  without  stain,  can 
but  tremble  as  he  recalls  the  risks  he  ran,  and  accept  an 
honorable  life  as  a  rich  measure  of  good  fortune.  What 
value  will  a  competence  won  by  wrong  methods  have,  when 
but  a  few  years,  and  those  at  the  wrong  end  of  life,  are 
left  for  its  enjoyment?  Leave  to  those  who  come  after 
you  a  legacy  of  memories  and  traditions  of  a  well-spent 
life,  and  you  will  be  successful. 

All  this  sounds  like  moralizing  and  may,  by  him  who 
reads  this  preface,  be  interpreted  as  revealing  the  nature 
of  the  book  itself.  This  it  does ;  for  the  author's  idea  of 
success  is  here  disclosed.  He  believes  that  the  man  who 
works  for  a  fortune  by  good  and  bad  means  alike  is  a 
dreary  failure,  whether  he  reaches  his  goal  or  not. 

The  book  is  left  now  to  the  reader. 

•'  Perhaps  it  may  turn  out  a  sang, 
Perhaps  turn  out  a  sermon." 

In  either  case,  it  will  not  be  a  very  long  one. 


PRKFACE  TO  THE  EIGHTEENTH  EDITION. 

A  number  of  years  having  passed  since  the  first  ap- 
pearance of  this  little  book,  the  author  has  deemed  it  wise 
to  revise  and  add  new  matter  in  an  endeavor  to  bring  the 
work  up-to-date. 

The  many  words  of  commendation  which  have  been  re- 
ceived, assure  the  author  that  the  book  has  been  a  help 
and  guide  to  many  and  lead  him  to  a  confidence  in  its 
continued  usefulness. 

The  Author, 
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CHAPTER    I. 

Introductory, 
problems  of  the  electrical  engineer--- his  rela« 
tions  to  the  investigator  in  pure  science — 
the  self-taught  electrician age  and  nat- 
ural aptitude thoroughness observa- 
tion— attention  to  little  things — openness 

of  character one-sidedness qualities  of 

an  engineer — idleness  the  greatest  fault. 

How  to  become  a  successful  electrician  is  a  prob- 
lem which  cannot  be  positively  solved  in  words. 
The  same  qualities  which  make  a  good  business  man 
will  go  far  to  make  a  successful  professional  man. 
While  the  success  or  failure  of  life  depends  principally 
on  the  natural  characteristics  of  the  individual,  it  is 
possible  and  right  to  try  to  direct  and  guide  the 
exertions  of  young  aspirants,  and  to  make  their  early 
work  more  directly  conducive  to  the  end  in  view. 

The  term  electrician  includes  a  very  wide  range  of 
occupations.  In  laboratories  some  of  the  most  exact 
work  of  the  scientist  is  done  in  electricity.  Such 
operations  require  a  special  training,  which  can  only 
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be  had  in  the  laboratory,  and  which  is  generally 
acquired  in  the  advanced  school  of  science.  It  is 
obvious  that  the  man  fortunate  enough  to  have  grad- 
uated at  one  of  our  great  universities  as  an  electrician 
has  little  need  of  outside  direction  in  the  elements  of 
his  profession.  During  his  college  course  the  studies 
he  must  pursue  are  determined  for  him.  The  student 
less  fortunate  and  equally  adapted  for  science,  who 
cannot  take  a  college  course,  may  find  some  words  of 
direction  and  advice  useful. 

From  the  force  of  circumstances,  this  book,  written 
principally  for  those  who  cannot  go  ^^  college,  must 
take  special  cognizance  of  electrical  engineering. 
This  is  the  great  field  for  the  self-educated  electrician. 
From  it  he  may  graduate  into  the  laboratory  and  take 
his  part  in  original  investigations,  but  it  is  fair  to 
assume  that  he  will  firstsbe  an  engineer. 

An  electrical  engineer  is  one^who  works  in  some  of 
the  commercial  and  more  directly  practical  branches 
of  electricity.  He  may  be  a  constructor  of  dynamos 
and  motors  ;  he  may  go  out  of  the  shop  and  be  entirely 
occupied  in  erecting  plants  ;  or  he  may  be  in  charge 
of  such  plants  when  running,  having  a  hand  in  their 
erection  or  in  the  construction  of  the  machinery.  He 
is  understood  generally  to  deal  with  the  larger  forms 
of  electrical  apparatus.  One  who  spends  his  time  in 
minor  operations,  such  as  the  measurement  of  capac- 
ities and  resistances,  would  hardly  be  placed  in  the 
category  of  engineers. 
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In  the  laboratory  of  the  richly  endowed  college,  the 
holder  of  a  professorship  may  devote  much  of  his 
time  to  original  research.  His  work  may  take  the 
direction  of  determining  electric  factors,  or  of  estab- 
lishing the  relations  of  electro-magnetic  waves  to  light 
waves.  He  may  try  to  solve  the  mystery  of  convec- 
tion currents  in  a  liquid,  and  of  electrolytic  convection 
in  gelatinized  solutions.  Such  work  is  hardly  within 
the  scope  of  the  electrical  engineer.  The  scientific 
investigator,  confining  his  work  to  the  realms  of 
theory,  is  the  ally  and  guide  of  the  active  operator. 
He  finds  his  field  in  the  laboratory,  and  his  success  is 
judged  largely  by  the  originality  of  his  investigations. 
Faraday's  discovery  of  the  extra  current,  his  obser- 
vation of  the  minute  spark  produced  when  a  circuit 
of  high  self-induction  was  broken,  is  one  of  his 
triumphs. 

The  engineer,  on  the  other  hand,  is  in  the  domain 
of  active  commercial  life,  dealing  not  with  abstract 
theory,  but  with  its  applications.  His  success  is 
judged  not  by  any  apparently  fruitless  achievement, 
but  by  the  balance-sheet.  The  engineer's  work  must 
succeed  commercially,  and  will  be  judged  by  his 
employers.  To  them  he  is  a  source  of  revenue,  no 
more  and  no  less. 

A  number  of  watts  of  energy  are  to  be  employed  at 
some  given  locality  distant  from  a  central  station. 
Shall  a  main  be  laid  to  the  place  in  question,  or  shall 
a  new  station  be  established  there  ?     If  a  main,  how 
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large  shall  it  be  ?  The  theoretically  satisfactory  way 
is  to  keep  to  one  station,  so  as  to  concentrate  the 
generation  of  energy  in  one  plant,  and  to  supply  it  by 
a  main  of  very  low  resistance  to  the  distant  point. 
Here  the  engineer  has  to  look  at  the  practical  as 
opposed  to  the  theoretical  aspect.  Which  system 
will  pay  the  best  ?  He  cannot  pretend  to  put  in  a 
main  of  really  low  resistance,  because  of  the  original 
cost  of  the  copper,  and  because  of  the  interest  which 
would  be  charged  on  the  investment.  He  can  put 
in  a  high  resistance  main  within  the  limits  of  cost, 
but  the  loss  of  potential,  inevitable  to  its  use,  involves 
the  loss  of  energy,  which  means  the  waste  of  coal. 
A  distant  independent  station  will  necessitate  extra 
cost  in  generation  of  energy,  but  will  such  money 
loss  exceed  that  due  to  the  fall  in  potential  in  the 
small  main  ?  Can  he  make  his  main  of  such  a  size 
as  to  reduce  the  fall  in  potential  to  due  limits, 
without  incurring  too  heavy  an  interest  charge  ? 

Such  problems  as  the  above  confront  the  electrical 
engineer,  and  his  success  in  dealing  with  them  must  be 
measured  by  his  finding  the  most  economical  solution. 
Compare  his  work  with  that  of  the  original  investi- 
gator. Faraday's  tiny  spark,  a  minute  fraction  of  an 
inch  in  length,  is  one  of  the  milestones  of  a  life  de- 
voted to  science.  His  purely  theoretical  work  is  at 
the  basis  of  the  profession  to  which  this  book  is  de- 
voted. Yet  the  question  of  money  never  occupied 
Faraday.     He  sacrificed  a  lucrative  practice  simply 
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to  devote  his  life  to  original  work.  His  abstract 
investigations  have  had  a  part  in  making  possible  the 
practical  work  of  to-day,  and  the  electrical  engineer 
was  made  possible  by  the  disinterested  and  apparently 
useless  work  of  many  original  investigators.  No 
one  could  have  seen  in  their  primitive  apparatus 
the  fathers  of  the  great  dynamos  of  the  present  time. 
The  moral  is  to  be  slow  to  criticise  unfavorably 
purely  scientific  work.  It  may  seem  useless,  but  none 
can  tell  what  it  will  lead  to.  This  lesson  has  been 
so  well  learned  that  there  is  little  need  of  insisting 
upon  it.  No  one  hears  an  electrical  engineer  of  any 
standing  object  to  scientific  investigation.  He  knows 
that  his  whole  profession  is  based  upon  theoretical 
discoveries,  and  that  he  would  have  no  raison  d'etre 
but  for  such  work  as  that  of  Faraday  and  J.  Clerk 
Maxwell.  His  field  is  still  an  unexplained  mystery, 
and  no  one  is  more  anxious  for  the  theorist  to  explore 
it  than  is  the  enlightened  engineer.  So  great  is  his 
respect  for  the  scientist,  that  the  tiny  sparks  of  Hertz's 
experiments  were  hailed  as  a  step  towards  the  direct 
production  of  light.  The  practical  world,  now  better 
educated  and  trained,  which  formerly  thought  so  little 
of  the  extra  current  spark,  looked  with  the  utmost 
interest  on  its  successor,  the  Hertz  spark,  still  smaller 
and  more  insignificant  in  appearance.  The  engineer 
now  sees  at  least  the  possibility  of  his  apparatus 
rivalling  in  efficiency  the  fire-fly  as  a  producer  of 
light. 
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Thus  the  bonds  that  with  the  advent  of  electricity 
united  the  scientist  to  the  engineer  grew  stronger 
every  day.  Electrical  engineers  are  more  highly 
educated  than  in  old  times,  and  many  of  them  are 
capable  of  executing  laboratory  investigations  them- 
selves. The  distinction  between  practical  and  scien- 
tific men  has  begun  to  fade  away.  No  longer  jealous 
of  each  other,  they  improve  by  mutual  acquaintance. 
The  scientist  feels  that  he  has  a  larger  audience  than 
before  :  the  engineer  hopes  to  derive  much  practical 
benefit  from  the  college  laboratory. 

The  principal  object  of  this  book  is  to  give  some 
hints  to  aspirants  for  the  profession  who  have  not 
the  advantage  of  a  college  course.  On  all  sides 
such  aspirants  may  be  found  in  the  public  schools,  in 
the  high  schools,  and  in  machine  shops.  On  the  farms 
as  well,  many  a  youth,  when  he  sees  the  electric  lights 
and  electric  cars  in  the  neighboring  village  or  city, 
feels  that  he  would  give  all  that  he  is  worth  to  have 
some  share  in  the  work  of  the  profession  that  annihi- 
lates darkness  and  space. 

The  first  thing  that  such  should  understand  is  that 
it  is  an  uphill  road  which  they  have  to  travel  to 
become  electricians.  As  competitors  they  will  have 
college-bred  men,  fully  as  ambitious  as  themselves, 
and  equally  willing  to  do  anything,  provided  it  is 
electrical.  The  advantage  of  the  college  training  is 
very  great,  but  the  lesson  taught  by  the  experience 
of  successive  generations,  not  only  in  this  country,  but 


HOW  TO  BEGIN.  16 

in  the  Old  World,  is  that  the  poor  man's  son  without 
any  advantages  of  education  can  work  to  the  front, 
and  often  passes  his  better  equipped  competitor. 
Years  of  hard  work  are  before  such  young  men,  but 
they  are  years  whose  like  has  often  been  lived  through, 
and  will  be  lived  through  in  the  future,  with  ultimate 
attainment  of  success. 

Assume  that  a  young  man  of  the  classes  suggested 
above  desires  to  become  an  electrician.  Perhaps  the 
first  thing  to  be  determined  is  whether  he  is  ready 
for  any  kind  of  work.  Taking  the  class  we  speak  of, 
the  first  object  may  be  the  earning  of  some  wages  or 
salary,  even  if  small.  In  such  case  it  is  not  too  much 
to  say  that  almost  any  position  about  an  electrical 
works  should  be  acceptable.  It  is  even  conceivable 
that  a  trolley-man,  who  understands  electricity,  might 
graduate  as  an  electrician,  first  being  promoted  to 
work  upon  the  line,  thus  entering  on  some  more 
inspiring  work  than  running  a  car.  Even  in  attending 
to  lamps,  in  collecting  and  distributing  meter-zincs, 
and  in  similar  work,  a  satisfaction  will  be  felt  in  the 
realization  of  the  fact  that  at  least  something  is  being 
learned,  and  that  an  apprenticeship  to  the  profession 
is  being  gone  through. 

The  question  of  age  comes  in.  In  our  schools  of 
science  the  entrance  age  is  often  seventeen  or  eighteen. 
Before  entering,  the  student  has  to  pass  an  exami- 
nation of  more  or  less  scope  and  severity,  which  exami- 
nation includes  matter  appertaining  to  his  proposed 
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profession.  This  tells  us  that  long  before  reaching 
the  age  of  seventeen  a  young  man  may  and  should 
begin  to  study  for  his  chosen  profession.  But  those 
for  whom  this  book  is  written  are  not  all  so  young  as 
this.  Many  may  be  well  past  the  first  four  lusters  of 
a  hard-working  life.  The  general  moral,  nevertheless, 
is  obvious.  The  study  may  be  begun  in  some  sense 
at  quite  an  early  age.  Those  suited  for  the  profession 
will  have  insensibly  worked  on  such  lines,  for  they 
will  have  excelled  in  arithmetic  and  branches  of 
natural  science,  or  at  least  will  have  received  most 
permanent  benefit  from  them.  There  is  no  harm  in 
the  public-school  student  trying  to  give  his  studies 
and  his  home  work  this  direction.  A  scientifically 
disposed  boy  will  find  recreation  in  constructing  bat- 
teries and  electro-magnets,  and  perhaps  in  erecting 
a  telegraph  line  between  his  home  and  that  of  some 
friend.  If  his  home  has  an  electric  door-bell,  he  will 
be  the  one  to  keep  it  in  order.  His  services  may  be 
in  requisition  among  the  neighbors  for  such  things. 
If  it  is  in  a  boy  to  become  an  electrical  engineer,  he 
will  be  apt  to  show  it  pretty  early  in  life. 

But  how  is  such  a  book  as  this  to  help  him  ?  If  he 
looks  over  its  headings  it  may  seem  to  him  that  an 
electrician  has  to  be  a  very  accomplished  person. 
This  is  strictly  true — true  not  only  of  the  electrician, 
who  deserves  to  succeed,  but  true  of  others  as  well. 
The  first  thing  most  people  want  to  know  is  the  easiest 
road  to  their  desires.    You  wish  to  succeed  as  an 
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electrician — then  your  question,  and  it  is  a  very 
rational  one,  is,  How  little  is  necessary? 

Our  book  to  some  extent  tries  to  answer  this  query. 
Take  the  sections  one  by  one,  and  you  will  find 
that  in  each  the  endeavor  is  to  give  a  clue  to  the  least 
you  ought  to  know. 

In  colleges  all  over  the  land  young  men  are  studying 
for  the  profession,  and  a  severe  four  years'  course  is 
passed  as  preparation.  This  book  details  far  less  than 
the  work  of  those  four  years,  so  the  somewhat  varied 
items  of  study  and  work  are  not  a  full  course.  The 
author's  hope  is  in  another  direction.  It  is  that,  if 
the  little  work  here  outlined  is  faithfully  done,  the 
little  study  faithfully  performed,  and  if  what  is  cata- 
logued here  is  absolutely  known,  the  reader  will 
be  prepared  to  enter  the  field  and  compete  for  the  top 
rungs  of  the  long  ladder,  which  it  may  take  a  life-time 
to  ascend. 

If  you  pick  out  just  what  suits  your  fancy — find  that 
chemistry  loses  variety  after  a  week  at  it  and  drop 
it ;  know  that  mathematics  will  not  suit  you  and  do 
not  drop  them  only  because  you  never  take  them 
up;  read  physics  superficially,  avoiding  all  formulae 
and  calculations — you  have  not  got  the  stuff  in  you 
to  succeed. 

When  through  with  this  course,  volts  and  amperes 
and  their  brethren  should  be  as  familiar  to  you  as 
quarts  and  pounds  are  to  the  grocer.  This  may 
be  brought   about   by   practice   on  calculations   of 


18  IvBARNING  A  LlTTIvB  THOROUGHLY. 

circuits ;  Ohm's  law,  in  its  endless  modifications, 
giving  great  chances  for  work  in  this  direction. 
Energy,  work  (mechanical  as  well  as  physical  units), 
inertia,  force  should  be  so  ingrained  by  use  in  calcu- 
lations and  by  the  habit  of  referring  all  machinery 
motions  and  functions  to  them  as  to  be  a  part  of  your 
nature.  Your  references  to  them  should  be  almost 
instinctive. 

This  idea  should  be  carried  out  in  all  that  is  de- 
tailed here.  Little  enough  is  prescribed — so  little, 
that  its  only  hope  of  utiHty  is  that  the  very  short 
course  of  scientific  study  here  mapped  out  shall 
become  a  part  of  your  nature.  Take  this  course  and 
compare  it  with  any  college  course  and  see  how  little 
there  is  of  it — so  little,  that  it  may  be  a  subject  of 
just  criticism  were  one  to  maintain  that  an  electrician 
should  go  no  further.  This  is  not  to  be  maintained 
by  any  means.  But  let  a  young  man  by  his  own  ex- 
ertions go  thus  far,  let  him  become  self-educated  to 
this  extent,  and  he  will  not  be  content  to  arrest  his 
progress  when  on  the  border-land  of  science  only. 
He  will  want  to  go  further,  and  he  will  do  so.  Every 
step  of  such  progress  proves  the  true  nature  more 
than  a  year  in  college  on  the  king's  highway  to 
knowledge — to  knowledge  little  appreciated  because 
so  easily  gained. 

Enough  has  been  said  to  indicate  the  general  theory 
of  work.  If  one  will  carry  it  out  so  as  to  learn  a 
little  bit  very  perfectly  rather  than  a  great  quantity 
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superficially,  a  habit  will  be  acquired  which  will  stand 
one  in  good  stead  through  life.  Restrain  ambition 
for  covering  ground.  If  you  will  begin  slowly  and 
thoroughly,  you  will  do  better  in  the  end. 

This  much  will  introduce  our  subject.  You  think 
of  entering  a  profession  created  within  a  comparatively 
few  years  upon  a  basis  of  pure  science  ;  one  in  which 
the  old-time  jealousy  between  practical  and  theo- 
retical science  is  happily  missing ;  one  in  which  you 
will  have  to  compete  with  minds  as  good  and  better 
than  your  own,  and  far  better  equipped.  The  great 
object  in  life  is  to  acquire  contentment.  So  before 
embarking  in  the  competition  satisfy  yourself  that 
you  have  the  necessary  qualifications  to  be  an  en- 
gineer ;  study  your  past  proclivities  and  decide 
whether  the  farm,  the  store,  or  the  machine-shop 
is  not  after  all  a  safer  field  for  you  than  electrical 
engineering. 

Two  boys  live  in  a  country  village.  The  local 
surveyor  is  in  want  of  some  one  to  help  him  survey  a 
farm  or  a  lot.  He  will  ask  the  boys  which  will  help 
him.  One  offers,  with  signs  of  real  interest,  to 
assist.  The  other  finds  a  game  of  foot-ball  or  of  base- 
ball more  interesting.  Here  is  at  once  a  clue  as  to 
which  will  make  the  best  engineer.  Let  the  same 
two  boys  live  near. a  railroad.  One  will  know  the 
engines  by  their  numbers  and  will  know  the  charac- 
teristics of  the  different  ones.  A  new  engine  will  be 
an  object  of  the  greatest  interest  to  him.     He  will 
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note  the  peculiarities  of  the  tracks — how  some  are 
rusty  and  some  bright.  His  mind  will  work  upon  the 
interesting  question  of  why  a  travelled  rail  does  not 
rust  even  on  its  sides  where  the  wheels  never  touch 
it.  If  a  new  semaphore  is  put  in,  he  will  not  be 
satisfied  until  he  learns  its  exact  uses.  A  little  heap 
of  sand  by  the  rail-side  will  tell  him  that  an  engine  has 
had  trouble  in  starting,  and  that  the  sand-box  has  been 
opened  to  drop  sand  upon  the  rail.  He  will  examine 
the  sand  to  see  what  quality  it  is,  and  whether  it  has 
been  baked  to  give  it  bite.  Everything  is  to  be 
investigated  and  its  causes  determined.  The  other 
boy  will  have  a  soul  above  (or  below)  such  trivial 
things.  But  which  boy  would  you  select  to  make  an 
engineer  out  of  ? 

It  is  told  of  Agassiz  that  he  wished  to  select  an 
assistant  from  a  number  of  young  men.  Taking  them 
to  a  window  he  asked  them  one  by  one  to  tell  what 
was  there.  Some  noted  only  a  house  opposite,  but 
one  saw  a  house,  saw  that  it  was  made  of  brick  or 
of  stone,  described  the  material,  and  told  of  the 
general  environment  of  the  place.  The  good  observer 
was  selected  as  the  assistant.  The  rejected  appli- 
cants received  a  needed  lesson ;  they  learned  that  in 
Agassiz's  estimation  it  was  the  observation  of  little 
things  that  indicated  the  scientific  mind. 

The  moral  of  this  is  briefly  told  :  Use  your  eyes. 
There  is  a  multitude  of  things  to  be  seen,  if  you  will 
only  look.     The  great  things  in  any  given  line  may 
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have  been  studied  and  worked  out,  but  there  always 
remain  a  multitude  of  little  things  to  be  investigated. 
Study  to  let  none  of  them  escape  you. 

The  fire-fly,  the  glow-worm,  the  curculio  of  the 
West  Indies  are  all  small  things.  Yet  on  them  the 
electrical  engineer  looks  with  envy  and  interest.  He 
envies  them  their  power  of  producing  waves  of 
almost  pure  light  energy;  he  envies  them  their  enor- 
mous efficiency  as  light-producers.  They  interest  him 
because  they  give  some  faint  suggestion  and  some 
very  definite  hope  that  the  time  may  come  when  he 
will  be  able  to  light  houses  at  a  less  reckless  expend- 
iture than  that  of  two  and  a"  half  or  three  watts  to  a 
candle-power. 

A  man  who  knows  little  hates  to  be  forced  to  dis- 
play his  ignorance  by  being  asked  questions,  while 
he  who  knows  is  always  willing  to  respond  to  inquiries. 
Yet  just  in  proportion  to  his  knowledge,  in  proportion 
to  the  exact  training  which  his  mind  has  received, 
will  he  distinguish  between  sensible  and  idle  questions. 
The  mind  of  scientific  bent  wants  to  know  every- 
thing, and  all  things  cannot  be  ascertained  by 
observation  only.  Questions  must  be  asked,  but  of 
whom  ?  Here  again  the  natural  qualifications  will 
be  shown.  The  born  student  will  first  propound 
his  questions  to  his  books  or  to  those  of  some 
library,  and  if  books  do  not  tell  him,  he  will  not  rest 
until  he  finds  out  in  some  way  his  point.  His  ques- 
tions will  be  sensible  ones — his  own  attempts  to  find 
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out  for  himself  will  insure  this.  He  may  ask  them 
of  one  who  knows  ;  he  may  write  to  some  journal 
which  answers  queries.  Ignorance  should  cause 
restlessness  until  the  desired  information  is  ob- 
tained. 

The  reciprocal  of  what  is  outlined  above  is  the 
willingness  to  impart  our  knowledge.  If  there  is 
any  one  thing  which  shows  what  is  worse  than  a 
limited  intellect,  it  is  the  unwillingness  to  tell  the 
little  we  do  know  in  the  way  of  science  to  those  less 
informed.  In  this  direction  the  mind  should  open 
for  every  one.  Nowhere  is  candor  more  essential 
than  in  the  field  of  science.  In  later  life  one  may 
find  out  things  which  would  be  of  value  to  profes- 
sional men  if  published  or  made  known.  Then  it  is 
a  duty  to  communicate  them.  But  even  in  youth, 
the  one  who  naturally  helps  along  other  inquirers 
less  advanced  than  himself  shows  the  true  scien- 
tific bias.  Conceal  nothing  in  science.  Secretive- 
ness  in  those  matters  marks  a  one-sided  character 
whose  future  prosperity  may  be  doubted.  To-day 
Cavendish  is  regarded  as  almost  a  criminal,  because 
he  concealed  the  valuable  results  of  his  researches  in 
electricity.     A  miser  in  science  is  a  sad  anomaly. 

It  is  definitely  certain  that  we  all  have  our  indi- 
vidual characteristics.  Some  excellent  minds  would 
be  utterly  miserable  in  the  engineering  field,  but 
there  is  no  greater  error  than  the  falling  into  one- 
sidedness  of  character.    An  engineer  should  be  an 
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"all-round  man."  He  has  to  deal  with  human  na- 
ture and  with  the  luminiferous  ether  at  one  and  the 
same  time.  If  from  the  beginning  a  young  man 
shuts  himself  up  within  himself,  never  opens  his  soul 
to  any  one,  and  works  away  in  secrecy,  he  will  ruin 
his  chances  of  success,  for  a  one-sided  man  is  the 
last  one  who  should  adopt  the  profession  of  which 
we  are  speaking. 

The  writer  has  now  in  mind  a  young  man  who  de- 
veloped early  in  life  a  great  talent  for  mechanics. 
His  talent  was  fostered  by  his  family — very  prop- 
erly, one  would  suppose.  But  with  it  was  an  accom- 
paniment all  too  frequent — a  desire  to  work  alone, 
and  a  repugnance  to  companionship  in  his  pursuits. 
This  should  have  been  combated  but  was  not. 
The  young  man  has  become  a  recluse,  only  at  home 
in  his  machine-shop,  doing  nothing  for  humanity, 
unknown  to  the  world,  a  victim  to  one-sidedness. 
Another  instance  is  within  the  writer's  knowledge. 
It  concerns  again  a  born  mechanic,  a  man  who  can 
do  anything  with  tools,  and  who  is  accomplished  in 
other  ways.  But  him,  too,  a  solitary  life  and  one- 
sidedness  have  selected  as  a  victim.  He  is  devoted 
to  his  work,  reads  little,  and  does  not  do  anything 
like  what  he  should  with  the  natural  gifts  which  he 
possesses.  It  is  evident  that  in  both  these  cases 
rigorous  measures  should  have  been  taken  early  in 
life,  and  both  men  should  have  been  made  to  study 
literature,  languages,  or  anything  that  would  break 


24  COMPREHENSIVENESS. 

up  their  monotony  of  thought.  It  really  seems  that 
too  great  an  aptitude  for  mechanics  is  as  hurtful  as 
too  little. 

For  an  engineer  is  concerned  with  the  larger 
things  of  science.  His  business  is  to  see  that  an 
electric  plant  is  properly  put  up.  A  badly  laced 
belt  will  give  endless  trouble.  Buckled  or  warped 
grate-bars  make  proper  firing  much  more  difficult. 
He  must  have  an  eye  for  all  these  things.  He  may 
invent  better  grate-bars,  he  may  lead  his  belt-lacing 
in  a  new  and  original  way,  but  this  does  not  say 
that  he  must  personally  spend  his  time  in  a  machine- 
shop.  His  business  is  to  be  the  Napoleon  of  his 
works  or  station — he  must  see  that  others  do  their 
work,  and  must  understand  each  man's  work,  but  he 
must  not  undertake  to  do  it  for  them.  Hence  a 
great  aptitude  for  lathe-work  and  operative  me- 
chanics must  be  balanced  by  a  broadening  of  the 
mind  and  by  the  power  of  taking  a  comprehensive 
view  of  things.  The  examples  just  cited  seem  to 
have  lacked  this  comprehensiveness.  A  man  who 
can  work  to  perfection  on  a  hand-lathe — who  can 
make  a  small  and  inadequate  machine-lathe  do  work 
it  was  not  made  for — who  can  file  up  a  true  prism — 
may  be  proud  of  his  skill,  but  he  has  only  gone 
half-way  to  the  goal  of  engineering. 

A  quality  or  characteristic  to  be  avoided  is  sensi- 
tiveness. Sometimes,  unfortunately,  you  may  feel 
obliged  to  conceal  your  ignorance,  and  in  general  to 
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be  so  sensitive  about  showing  it  as  to  be  unwilling 
to  ask  your  way  out  of  it  is  bad  enough.  But  far 
worse  than  this  is  it  when  it  allies  itself  with  vanity. 
When  you  are  asked  something  which  you  do  not 
know  say,  "I  will  look  it  up,"  if  you  are  capable  of 
doing  so  ;  if  not,  say,  *'  I  do  not  know,"  and  be  done 
with  it,  but  do  not  weary  the  soul  of  your  inter- 
rogator by  trying  to  conceal  your  ignorance  and 
evading  the  question. 

At  the  present  time,  and  the  writer  has  definite 
knowledge  of  what  he  is  saying,  young  men  in  all 
parts  of  the  country  are  constructing  electrical  appa- 
ratus. It  is  not  saying  too  much  to  assert  that  a 
corps  of  electrical  engineers,  a  sort  of  militia  of  the 
science,  are  drilling  on  all  sides  of  us.  In  old  times 
a  young  man  given  to  such  experimenting  would  ask 
the  wildest  questions  about  electrical  things,  but 
recently  a  very  marked  change  has  come.  Definite 
information  is  now  wanted.  A  dynamo  is  to  be 
built  for  given  amperage  and  voltage,  and  any  ques- 
tions about  it  refer  to  definite  figures.  In  old  times 
the  question  would  be,  how  to  build  a  dynamo  for 
experimental  purposes — as  if  that  meant  anything. 
Now  the  questions  are,  how  to  wind  it  for  a  given 
potential,  and  what  its  amperage  will  be. 

Good  work  is  being  done.  Many  of  the  young 
men  thus  occupied  are  unable  to  go  to  college,  and 
are,  of  course,  at  a  disadvantage,  if  they  adopt  elec- 
trical engineering  as  a  profession.     But  they  have  at 
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least  the  satisfaction  of  feeling  that  the  profession  is 
constantly  widening,  that  there  will  be  more  and 
more  positions,  and  that  any  success  which  they  do 
attain  will  be  deserved.  It  is  for  such  young  men 
that  one's  interest  is  most  excited,  for  they  will  in 
times  to  come  be  the  backbone  of  the  profession,  if 
they  work  up  from  the  ranks. 

Ruskin  holds  that  there  are  two  faults  which  are 
fatal  to  the  character — idleness  and  cruelty.  What 
we  have  to  say  here  need  not  touch  on  the  evils  of 
cruelty.  The  highest  aims  of  science  are  beneficent, 
and  electricity  is  employed  to  alleviate  the  troubles 
of  life.  But  idleness— that  is  the  deadly  sin  of  the 
professions. 

Idleness  commits  all  crimes — it  murders,  steals 
and  lies.  The  idle  electrician,  not  heeding  details  of 
his  work,  is  the  cause  of  a  leak  in  a  distribution 
plant,  and  a  man  is  shocked  to  death,  which  is  mur- 
der. It  steals.  An  engineer  is  too  idle  to  calculate 
out  dimensions  of  everything  in  an  electric  plant ;  too 
small  a  boiler  is  bought,  which  has  to  be  replaced  at 
heavy  expense  by  another.  The  loss  to  the  electric 
works'  owners  represents  the  steal.  It  lies.  A  dy- 
namo is  to  be  calculated.  A  rough  instead  of  an 
accurate  computation  is  made,  and  the  dynamo  falls 
short.  The  lie  here  is  measured  in  deficiency  of 
volts  or  of  amperes.  Its  criminality  is  measured  by 
the  monetary  loss  incurred. 

Every  bit    of  careless  measurement  executed   in 
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the  laboratory,  considered  in  this  light,  involves  a  lie 
and  a  probable  theft. 

The  one  bit  of  ethics  that  applies  to  professional 
life  is  really  all  of  ethics — it  is  conscientiousness. 
Be  conscientious.  Do  not  be  guided  in  your  work 
by  the  motive  of  honesty  alone.  Go  a  step  beyond 
this  and  be  more  than  honest — be  the  superlative  of 
honest,  be  honorable.  Let  your  conscience  give 
you  a  diploma  of  self-approval  that  will  outweigh 
any  college  degree. 

Another  quality  is  to  be  looked  for — persistence. 
It  is  one  thing  to  read  in  a  book  short  directions 
for  making  an  induction  coil,  but  try  it.  Wind 
your  secondary  out  of  No.  36  wire,  which  breaks 
if  you  look  at  it ;  keep  shellacking  it  and  testing  its 
continuity  layer  by  layer,  and,  when  done,  see  if 
energy  and  interest  enough  is  left  to  finish  the  coil. 
You  make  special  arrangements  at  your  school  to 
study  chemistry  or  physics.  A  week  or  a  month  suf- 
fices to  make  you  weary  of  your  task.  Does  this 
indicate  a  suitable  character  to  build  an  engi- 
neer on  ? 

It  is  well  that  there  is  some  basis  for  judging  of 
character  and  of  adaptability  for  a  professional  life, 
for  it  is  sad  to  see  a  young  man  without  taste  for  the 
profession  trying  to  struggle  along  in  company  not 
suited  to  him.  Indolence,  want  of  persistence, 
natural  selection  of  the  easy  and  rejection  of  the  dif- 
ficult things  encountered  in  study  indicate  qualities 
which  are  fatal. 
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Do  not  then  attempt  to  enter  ranks  captained  by 
such  men  as  Sir  William  Thomson,  Elihu  Thomp- 
son, Brush  and  Tesla,  without  letting  the  dignity  of 
the  company  be  reflected  from  yourself.  If  not  pa- 
tient and  persevering,  if  not  naturally  inclined 
towards  mathematics,  do  not  try  to  become  a  mem- 
ber of  the  profession.  A  college  training  to  some 
extent  compensates  even  for  the  want  of  natural 
aptitude, — but  you  will  have  to  compete  with  men  of 
high  natural  aptitude  supplemented  by  the  best 
college  education. 

This  much  will  suffice  for  the  general  aspect  of 
the  subject.  If  a  young  man  is  a  natural  observer 
of  everything,  if  he  is  of  open  nature,  willing  to 
impart  knowledge  as  well  as  to  receive  it,  and  of 
mechanical  and  mathematical  tastes,  he  may  feel 
fitted  to  begin  work  in  the  profession  of  electrician. 
He  must  be  industrious  and  without  dread  of  work 
It  is  easy  to  profess  to  be  so,  but  it  is  not  so  easy  to 
answer  to  expectations  in  this  regard.  The  only 
way  to  know  whether  a  man  is  industrious  or  not  is 
to  try  him,  and  there  is  nothing  better  than  mathe- 
matics as  a  test-object.  In  modern  science  math- 
ematics are  everything,  and  reasonable  familiarity 
with  them  is  essential. 

This  gives  a  reason  for  plunging  at  once  into  our 
subject  and  speaking  of  mathematics  and  of  their 
place  in  the  course  of  study  to  be  followed. 


CHAPTER    II. 

Mathematics. 

arithmetic practice  afforded  in  mechanics 

powers  of  ten  and  fractional  exponents 
— logarithms — algebra  —  geometry — trigo- 
NOMETRY  MENSURATION OHM'S  LAW MATHE- 
MATICS OF  CHEMISTRY — ANALYTICAL  GEOMETRY 
CALCULUS — CONCLUSION. 

What  advice  can  be  given  about  the  dreaded 
mathematics  ?  Edison,  working  up  from  a  train-boy 
to  his  present  position,  claims  to  be  no  mathemati- 
cian. You  will  do  well  enough  if  you  get  as  high  as 
he  is, — so  your  first  care  may  be  to  follow  his 
example  in  one  respect  and  let  mathematics 
alone.  Reparation  will  follow  such  a  course, 
for  you  certainly  will  not  follow  his  exam- 
ple in  anything  else  if  you  start  with  such 
principles.  Do  you  not  suppose  that  Faraday  en- 
vied J.  Clerk  Maxwell  when  he  went  to  him  for 
mathematics  to  elucidate  his  discoveries  ?  Read 
Maxwell's  life  and  realize  that  he  laid  the  mathe- 
matical basis  of  much  of  modern  electricity,  and  see  if 
you  are  not  cured  of  your  distaste  for  mathematics. 
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Dislike  for  mathematics,  like  specialized  dislikes  in 
general,  is  usually  a  form  of  laziness. 

The  opening  question  given  above  is  easily  an- 
swered :  the  advice  to  be  given  is  to  study  mathe- 
matics or  drop  electricity.  The  further  you  go  in 
mathematics,  the  better,  but  here  also  go  slowly. 

Arithmetic  you  say  you  know.  Well,  before  going 
further,  review  your  old  school  books  and  get  your 
arithmetic  once  more  at  your  fingers'  ends.  Then 
start  algebra.  If  you  think  it  too  hard,  try  as  an  ex- 
periment to  add  a^  b  and  c  together  by  algebra,  and 
7,  8  and  9  together  by  arithmetic,  and  see  whether 
algebra  is  not  sometimes  easier  than  its  sister 
science.  In  algebra  go  through  simple  equations 
before  you  take  up  physics. 

Henceforward  you  will  have  practice  in  arith- 
metic and  algebra  in  your  other  studies.  In  physics 
the  change  from  one  thermometric  scale  to  another, 
problems  in  falling  bodies,  problems  in  inertia,  me- 
chanical powers  and  the  like  will  exercise  you  in 
arithmetic  and  in  elementary  algebra. 

There  will  be  a  reciprocation.  The  physics  or 
mechanics  you  are  studying  will  take  on  a  new  mean- 
ing, and  at  the  same  time  your  familiarity  with  your 
mathematics  will  increase. 

Perhaps  the  reader  has  gone  through  calculus,  and 
deems  this  very  elementary.  If  our  book  throughout 
can  but  appear  equally  simple,  its  end  will  have  been 
achieved.     And  many  a  college  graduate,  who  has 
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passed  in  calculus,  would  fail  sadly  in  deducing  the 
law  of  falling  bodies,  though  only  simple  arith- 
metic is  involved  in  it.  So  do  not  criticise  this  book 
for  not  going  far  enough,  exalted  reader  ;  but  feeling 
that  you  have  gone  far  beyond  us  in  mathematics, 
pick  out  half  a  dozen  elementary  propositions  in 
physics  and  see  if  you  can  prove  them. 

To  return  to  our  student  of  arithmetic  and  ele- 
mentary algebra.  He  will  note  two  peculiarities  as 
he  advances  into  electrical  physics,  and  as  he  takes 
up  the  theory  of  dimensions  of  physical  units. 

One  of  these  is  the  use  of  powers  of  ten.  Instead 
of  saying  that  a  volt  is  100,000,000  electro  magnetic 
units  in  value,  we  say  that  it  is  10^  such  units,  and 
instead  of  calling  z;,  the  velocity  of  propagation  of 
ether  waves,  30,000,000,000  cm.^  we  may  express  it  in 
powers  of  ten,  as  being  3x10^°  cm.^  and  v^  may  be 
expressed  in  full  as  900,000,000,000,000,000,000  cm., 
or  in  powers  of  ten,  as  9x10^®  cm.  The  more 
compact  method  is  certainly  in  every  way  su- 
perior, and  you  must  learn  how  to  calculate  in  pow- 
ers of  ten.  Five  minutes'  study  tells  you  how  to  do 
it — perhaps  five  hours  or  five  months  will  be  re- 
quired to  enable  you  to  use  without  slip  the  results 
of  the  five  minutes*  study.  So  practice  hard  upon 
powers  of  ten,  and  never  let  a  calculation  involving 
them  pass  without  doing  it  over  yourself.* 

The  other  peculiarity  is  used  in  dimensions.  It  is 
*See  "Arithmetic  of  Electricity,"  page  118. 
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the  use  of  fractional  exponents.  This  is  very  simple 
— but  try  how  many  of  your  acquaintances  can  tell 
you  precisely  what  is  meant  by  the  exponent  ^ 
Taking  the  expression  lis,  see  if  any  of  them  can 
reduce  it  to  its  true  value.  You  will  discern  an 
analogy  with  powers  of  ten,  in  the  fact  that  the 
utility  of  both  methods  of  calculation  is  greatest  in 
operations  of  multiplication  and  division  of  identical 
symbols  or  of  numbers  in  general.  So  as  regards 
operations  with  fractional  exponents  you  must 
learn  how  to  multiply  and  divide  any  numbers  or  any 
identical  symbols  followed  by  fractional  exponents. 
Multiplication  is  done  by  adding  the  exponents,  as 
if  they  were  common  fractions,  reducing  the  sum 
to  the  lowest  terms,  and  applying  the  new  exponent  to 
the  original  symbol.  Thus  M^xM^  gives  M^,  or 
M2.  For  division  you  subtract  in  like  manner  the 
exponent  of  the  divisor  from  that  of  the  dividend. 
Nothing  could  be  simpler,  but  practice  it  whenever 
it  occurs,  and  see  if  you  can  deduce  by  simple  inspec- 
tion the  dimensions  L  T  of  resistance  from  poten- 
tial difference  M^  L^/T  and  current  intensity 
M^  L2/T,  by  dividing  one  by  the  other. 

Logarithms  should  next  be  taken  up,  and  if  you 
can  persuade  yourself  to  do  it,  study  their  theory  in 
your  algebra.  But  learn  well  how  to  use  them,  for 
after  all  they  are  an  instrument  for  your  purposes — 
their  theory  does  not  immediately  concern  you. 
Make  a  point  of  using  them  frequently.     If  you  do 
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not  think  them  a  means  of  facilitating  calculation, 
if  they  seem  to  you  merely  an  additional  load,  try 
to  extract  the  fifth  root  of  a  number  without  using 
logarithms,  and  then  in  a  couple  of  minutes  do  it  by 
logarithms,  and  see  which  is  the  easier. 

Learn  thoroughly  how  to  determine  the  charac- 
teristics of  your  logarithms.  Do  not  leave  them  for 
a  subject  of  guess  work,  or  entire  omission,  but 
always  put  them  in,  whether  needed  or  not.  It  is  a 
very  good  habit  to  fall  into. 

Now  you  can  go  on  in  algebra  as  far  as  you  choose 
— the  further,  the  better.  Skip  nothing.  The  appar- 
ently or  probably  useless  portions  worked  out  will 
give  you  the  best  possible  practice.  When  reason- 
ably familiar  with  equations  and  logarithms,  you  have 
got  your  tools  for  attacking  much  of  your  subject. 

Even  in  the  beginning  of  algebra  there  is  matter 
that  is  not  applicable  directly  to  your  work.  Such 
are  the  least  common  multiple  and  the  greatest  com- 
mon divisor.  It  is  better  not  to  skip  them.  It  is  not 
merely  rules  of  algebra  that  are  to  be  learned,  but 
familiarity  with  its  operations  is  necessary,  and  this 
is  best  acquired  by  taking  in  everything  as  you  pro- 
gress in  its  study. 

Of  geometry  a  great  deal  is  not  directly  useful. 
Indeed  geometry,  as  far  as  the  proofs  of  propositions 
are  concerned,  has  direct  application  in  very  little 
work  of  any  kind.  It  tells  the  why  and  wherefore  of 
things,  and  gives  the  proofs  of  certain  propositions ; 
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but  what  is  really  of  most  practical  use  is  the  propo- 
sition itself — not  the  proof  of  it.  Thus  you  may 
very  contentedly  go  on  calculating  the  area  of  trian- 
gles and  the  volume  of  pyramids,  without  troubling 
yourself  about  the  proof  of  the  rules  you  use,  which 
proofs  you  may  find  in  plane  and  solid  geometry 
respectively. 

There  is  one  proposition  you  should  be  very  fa- 
miliar with  and  which  you  should  put  to  frequent 
use  by  way  of  practice.  This  is  the  rule  of  the 
square  of  the  hypothenuse — the  famous  pons  asi- 
norum^  or  "bridge  of  asses."  The  areas  of  triangles 
and  similar  things  come  under  practical  geometry,  or, 
more  strictly  speaking,  under  mensuration,  which 
you  should  also  know. 

Trigonometry  must  be  studied  so  as  to  understand 
the  functions  of  an  arc,  the  sine,  cosine  and  others. 
It  is  not  necessary  for  the  solution  of  triangles  to  be 
learned,  but  the  functions  must  be  thoroughly  mas- 
tered. This  will  be  a  very  small  aifair.  But  it 
would  be  excellent  practice  to  solve  a  few  triangles, 
just  to  get  practice  in  logarithms  and  logarithmic 
functions.  How  to  express  one  function  in  terms  of 
the  others  and  of  the  radius  must  be  worked  up, 
which  really  amounts  to  little  more  than  the  solution 
of  right-angled  triangles. 

Mensuration  must  be  learned,  and  as  applied  to 
ordinary  cases  it  is  very  simple.  It  will  be  very  ad- 
vantageous to  learn  by  heart  a   dozen  good   rules, 
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such  as  those  giving  the  area  of  a  circle,  the  super- 
ficies of  a  sphere,  the  volume  of  the  same,  the 
volume  of  a  cylinder  and  the  like.  Then  come  the 
most  convenient  ratios  of  mensuration,  such  as  con- 
tained in  the  statement  that  symmetrical  surfaces 
vary  in  area  as  the  squares  of  their  similar  linear 
parts  or  functions.  There  are  two  or  three  of  these 
which  should  be  thoroughly  learned  and  practiced 
upon. 

There  is  in  electricity  proper  one  little  bit  of 
mathematics  which  should  be  treated  here  specially. 
It  is  a  simple  algebraic  formula  of  only  three  quan- 
tities, but  the  changes  are  rung  on  it  ad  infinitum. 
This  is  Ohm's  law.  It  has  never  been  deduced,  and 
is  based  entirely  on  experimental  proof.  It  should 
be  practiced  with  in  all  ways.  Three  principal 
forms  can  be  given  it,  and  it  can  also  be  expressed  by 
proportions  of  several  kinds,  as  thus,  the  current 
varies  directly  with  the  electro-motive  force  and  in- 
directly with  the  resistance.  This  embodies  two 
proportions.  Practice  with  Ohm's  law  should  in- 
clude operations  with  such  proportional  or  ratio 
statements  of  it  as  the  one  given  above. 

You  may  also  work  up  the  mathematics  of  chem- 
istry, mention  of  which  is  made  under  chemistry. 
But  for  the  electrician  it  is  better  to  treat  chemistry 
as  a  whole,  and  to  keep  its  mathematics  with  itself, 
and  not  take  them  up  separately.  The  study  of  an- 
alytical  geometry,   of   calculus   and   of  the   higher 
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mathematics  in  general  may  be  postponed.  They 
should  be  a  part  of  one's  equipment,  but  the  practical, 
self-educated  man  will  have  to  omit  any  ex- 
haustive study  of  them  in  his  earlier  work,  unless  he 
has  a  very  strong  bent  towards  the  exact  sciences. 
Of  course  the  college  graduate  will  have  gone 
through  them,  but  even  he,  in  many  cases,  will  have 
but  an  imperfect  acquaintance  with  calculus. 

But  analytical  geometry  must  be  attacked  to  a 
certain  extent,  comparable  to  the  case  of  trigonome- 
try as  we  have  cited  it.  Just  as  the  functions  of  an 
arc  must  be  understood,  so  must  the  method  of  loca- 
ting points  in  analytical  geometry  be  understood. 
For  every  characteristic  curve,  and  there  are  legions 
of  them,  of  many  types,  from  the  curves  of  dynamos 
to  the  curves  on  the  steam-engine  indicator  card, 
every  such  curve  is  drawn  subject  to  the  laws  of  de- 
scriptive geometry.  The  axes  of  ordinates  and  ab- 
scisses are  the  reference  lines.  Usually  rectangular 
co-ordinates  are  used,  but  in  angular  motion  polar 
co-ordinates  may  come  into  use,  so  something  should 
be  known  of  them. 

The  above  outline  is  open  to  severe  criticism  as 
giving  a  very  meagre  allowance  of  mathematics. 
Yet  if  the  amount  detailed  is  learned  thoroughly,  the 
electrician  will  do  very  well  as  far  as  ordinary  work 
is  concerned.  Mathematics  are  something  like  his- 
tory— they  cannot  be  learned  from  epitomes  or 
abridgments.     So  it  would  be  better  for  the  aspir- 
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ant  to  go  much  further  than  we  have  indicated — to 
go  through  the  whole  of  a  text-book  on  algebra,  and 
to  work  up  analytical  geometry  and  calculus.  It 
may  be  feared  that  this  recommendation  will  bear 
but  little  fruit. 

Edison,  with  his  avowed  ignorance  of  mathematics, 
Faraday  applying  to  Clerk  Maxwell  to  work  up  the 
mathematics  of  a  subject  for  him, — such  examples  as 
these  may  comfort  one.  But  there  are  very  few  of 
us  who  do  not  feel  a  longing  for  greater  advances  in 
the  science,  and  no  failing  is  more  felt  than  one's 
deficiency  in  mathematics.  So  the  student  should 
do  his  best  to  get  beyond  the  very  elementary 
schedule  given  in  these  pages. 


CHAPTER  III. 
Physics. 

heat   and   light examples  of   application    of 

physics bad    practices  in  distribution   of 

light reflection  of  wasted  rays econo- 
my of   the    incandescent   lamp — mechanics 

value   of    definitions energy theory 

of   dimensions — methods    of    study experi- 
menting  physics  without  apparatus. 

The  physics  of  the  present  day  differs  from  that  of 
the  last  generation,  as  it  has  taken  a  more  precise 
aspect,  especially  in  its  divisions,  and  has  become 
of  less  general  aspect.  From  the  practical  point  of 
view  it  is  not  necessary  for  the  electrician  to  study 
physics  any  more  deeply  than  it  is  to  be  hoped  that 
his  natural  inclinations  would  lead  him  to.  But  it 
would  seem  absurd  for  an  engineer  dealing  with 
heat  and  light  to  know  the  physics  of  these  two 
branches  only  and  to  be  ignorant  of  the  physics  of 
sound.  So  we  will  assume  that  a  good  manual  of 
physics  will  be  read  from  beginning  to  end  by  our 
student.  Of  special  importance  he  should  re-read  and 
study  light  and  heat,  for  much  of  his  future  work 
may  involve  the  utilization  of  heat  energy  and  the 
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dispensing  of  light  energy.  He  should  know  how  to 
conduct  photometric  observations,  and  understand 
the  principles  so  well  as  to  be  able  to  improvise  a 
shadow  photometer  from  a  sheet  of  paper  and  a 
ruler  or  walking-stick. 

As  he  will  be  concerned  with  the  economical  sup- 
ply of  light,  he  should  know  something  of  the  relative 
transparency  of  ^lass.  After  expending  many  watts 
of  energy  on  an  arc  lamp  or  fifty  watts  on  an  incan- 
descent lamp,  let  his  studies  in  this  direction  teach 
him  the  absurdity,  except  for  special  purposes  of 
using  an  opaline  globe  or  a  frosted  bulb,  involving  a 
loss  of  fifty  to  eighty  per  cent,  of  his  energy. 

When  the  arc  light  was  first  introduced,  one  of  the 
sapient  ways  of  producing  an  approximation  to 
evenness  of  light  consisted  in  placing  the  lamps 
high  in  air,  250  feet  perhaps  above  the  earth's  sur- 
face. The  student  from  his  physics  can  learn  how 
enormous  was  the  waste  of  light  in  this  case,  the 
intensity  of  the  illumination  varying  inversely  with 
the  square  of  the  distance.  He  will  see  the  impor- 
tance on  account  of  the  same  law  of  the  inverse 
squares  of  distributing  arc  lamps  evenly  and  of  not 
putting  them  in  pairs  or  in  groups.  He  will  find  at- 
tempts made  to  save  the  light  which  is  radiated  sky- 
wards, reflectors  being  used  to  reflect  it  back  to  the 
earth.  He  will  from  his  physics  learn  how  effica- 
cious this  plan  is  in  each  case.  A  white-painted  sur- 
face will  be  found  to  be  of  little  use  ;  possibly  he 
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may  have  a  chance  to  try  some  better  materials,  such 
as  totally  reflecting  prisms. 

It  is  evident  that  knowledge  of  light  may  be  very 
useful,  and  it  is  also  evident  that  examples  for  criti- 
cism may  be  very  easily  found. 

Measure  the  filament  of  an  incandescent  lamp  and 
multiply  it  by  ten  ;  this  will  give  you  say  60  inches  of 
filament.  Does  it  not  give  one  a  sort  of  shock  to 
realize  that  an  entire  horse-power  is  used  up  in  keep- 
ing this  little  bit  of  material  at  a  white  heat  ?  Think 
what  it  would  cost  to  forge  a  horseshoe  under  simi- 
lar economy.  Is  there  not  room  for  some  brilliant 
genius  to  abolish  with  one  stroke  of  invention  and 
research  the  whole  miserable  instrumentality  of  in- 
candescent lamps?  Luminescence  and  other  phases 
of  the  physics  of  light  may  give  some  clue  to  this. 

You  may  yet  be  called  upon  to  use  and  to  supply 
heat  energy  as  such.  Dynamos  are  driven  by  some 
kind  of  heat  engines.  Our  present  sources  of  light, 
unfortunately,  are  simply  hot  solid  matter.  The 
working  electrician  is  therefore  very  much  con- 
cerned with  the  utilization  of  heat  energy.  He 
should  understand  its  laws,  the  relation  between  heat 
and  light,  and  between  luminescence  and  incan- 
descence, radiation,  convection  and  conduction  The 
heating  of  a  conductor  by  a  current,  electric 
welding,  and  many  other  engineering  topics  must  be 
studied  in  the  light  of  the  physics  of  heat. 

As  to  the  other  branches,  they  may  be  treated  as 
objects  of  reading  rather  than  of  study. 
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Mechanics,  often  taken  as  a  division  of  physics,  is 
of  direct  importance.  The  conservation  of  energies, 
the  relation  of  force  to  energy,  the  object  of  ex- 
pressing energy  in  foot-pounds,  why  a  unit  essentially 
compound,  such  as  pounds,  is  taken  as  a  unit  of 
force,  which  latter  is  a  simple  entity,  the  change  of 
potential  energy  into  kinetic  energy,  ±he  change  of 
one  kind  of  potential  energy  into  another,  the  doing 
of  work  by  part  of  these  changes,  and  its  absorbtion 
by  the  reciprocal  parts,  the  apparent  unreality  of 
work  thus  defined, — all  these  things  are  in  mechanics. 
No  one  is  more  constantly  referring  to  work  and 
energy  than  the  electrician.  Mechanics  is  a 
necessity  for  him. 

It  would  even  be  well  for  him  to  write  out  different 
definitions  of  force,  work  and  energy,  and  to  learn  by 
heart  the  best  and  most  satisfactory  ones  he  can  find, 
so  that  without  thinking  he  can  give  out  the  defi- 
nitions. In  any  science  it  is  excellent  to  have  step- 
ping-stones, or  points  of  departure  of  fixed  nature, 
and  such  could  be  given  by  the  definitions  above 
suggested.     You  may  easily  add  more  to  them. 

You  will  nowhere  have  abetter  chance  to  learn  the 
value  of  a  good  definition,  and  also  its  rarity,  than  in 
physics  and  mechanics. 

Take  the  case  of  a  company  selling  light  by  the 
lamp-hour.  Calculate  how  such  a  company  would  be 
affected  by  the  introduction  of  a  low  resistance  motor 
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in  circuit  with  a  number  of  lamps.  Mechanics,  giv- 
ing the  relations  of  energies,  gives  the  basis  for  the 
solution.  How  the  introduction  of  resistance  coils 
may  save  a  battery  from  running  down  and  at  the 
same  time  may  waste  energy,  how  every  foot  of  a 
conductor  is  a  seat  of  energy,  how  the  energy  in 
each  foot  of  the  conductor  may  be  ascertained,  the 
waste  of  energy  incident  to  the  necessary  use  of  a 
resistance  in  circuit  with  a  constant  potential  arc 
lamp, — all  such  topics  relate  to  the  important  doc- 
trine of  the  conservation  of  energy,  and,  while  they 
are  electrical  in  aspect,  are  actually  questions  of  me- 
chanics. 

You  should  learn  mechanics  thoroughly,  and  it 
is  better  in  mechanics  especially  to  learn  a  little 
very  well,  rather  than  to  get  a  mere  reading  acquaint- 
ance with  a  great  deal.  The  learning  a  little  thor- 
oughly is  not  so  simple  as  it  may  seem.  You  should 
learn  to  work  with  ^mv^,  as  with  a  most  familiar 
character.  The  little  well  learned  will  be  the  incen- 
tive to  more  reading,  and  the  foundation  it  gives  will 
make  such  reading  far  more  profitable  than  it  would 
otherwise  be. 

You  may  have  a  taste  for  mathematics,  which  ex- 
pression often  indicates  that  in  reality  the  posses- 
sor of  such  alleged  taste  is  not  too  lazy  to  study.  If 
you  have  this  quality,  whether  it  takes  the  form  of 
taste  or  of  industry,  the  theory  of  dimensions  will 
greatly  help  you  in  studying  mechanics.     By  the  use 
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of  the  wonderfully  ingenious  theory  of  dimensions 
of  physical  quantities  you  can  trace  the  relationship 
of  all  the  units  to  each  other. 

You  will  find  the  mathematical  treatment  now  un- 
derlying all  physics,  and  dimensions  you  will  see  used 
perhaps  even  more  in  the  physics  of  electricity  than 
in  mechanics  proper.  In  other  branches  of  the 
science  they  are  less  used  than  in  these  two. 

We  have  used  the  term  physics  of  electricity,  indi- 
cating thereby  the  treatment  of  its  theory  as  a  whole 
without  restriction  to  one  part  of  the  science.  Most 
books  on  electricity  treat  some  specific  branch. 
This  remark  may  serve  to  introduce  a  suggestion 
that  the  manuals  of  physics  give  a  treatment  of  the 
subject  that  will  be  of  value  in  presenting  a  unitary 
view  of  the  subject  as  a  whole.  Electricity,  as 
treated  in  Daniell's  "Physics,"may  be  read  and  studied 
with  benefit  by  any  one. 

How  shall  physics  be  studied  ?  It  depends  on 
the  student  and  teacher,  if  there  is  one.  It  may 
be  studied  by  experiment  on  the  inductive  system. 
This  is  the  popular  way  at  present,  and  for  a  very 
good  reason  is  accepted  as  the  best  method.  The 
very  good  reason  is  the  following  :  The  trouble  with 
the  rising  generation  is  that  they  have  not  sufficient 
acquaintance  with  or  realization  of  the  real  or  con- 
crete world.  To  them  everything  in  physics  is  apt 
to  appear  as  an  abstraction.  When  studying  heat 
it   is   hardly   too   much   to    say  that  conduction  of 
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heat  does  not  present  itself  to  them  as  the  same  thing 
that  makes  one  drop  a  poker  that  has  been  left  in 
the  fire.  Being  in  the  realms  of  science  and  studied 
as  such,  the  heat  of  the  books  of  physics,  they  think, 
must  be  something  peculiar  and  unfamiliar.  But  it 
is  not — it  is  the  same  thing  as  we  meet  in  every-day 
life. 

By  teaching  the  science  inductively  and  letting 
the  experiments  tell  the  laws,  and  by  letting  the 
pupils  perform  the  experiments  themselves,  they  lose 
this  abstract  conception  of  physics.  Thus  taught  it 
becomes  a  real  every-day  thing. 

If  you  examine  some  of  the  newer  school  manuals, 
this  treatment  will  be  very  conspicuous  in  it.  The 
deduction  might  seem  to  be  that  those  for  whom  this 
book  is  written  should  do  the  same — should  study 
physics  inductively  and  by  experiment. 

But  it  is  fair  to  assume  that  those  who  honor  this 
little  work  by  perusing  it,  and  making  it  of  use  to 
them  in  their  life's  work,  have  a  special  aptitude  for 
science.  They  will  probably  have  always  handled 
tools,  and  will  not  be  apt  to  take  so  abstract  a  view 
of  things.  And  then  the  question  of  time  comes  in. 
It  takes  many  long  hours  to  work  up  physics  by  ex- 
periment. If  the  time  can  be  afforded,  try  experi- 
ments in  physics  as  you  go  along.  The  ground  can 
be  covered  by  the  use  of  very  little  apparatus. 
"  Physics  without  apparatus  "  has  now  been  quite 
highly  developed.     If  the  time  is  not  at  your  dis- 
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posal,  never  mind.  You  can  learn  physics  by  study 
and  reading  alone. 

One  reason  for  rather  discouraging  too  many  ex- 
periments in  physics  is  that  work  in  construction 
maybe  more  practically  applied  to  electric  apparatus. 
Yet  here  the  error  of  being  too  practical  may  be 
fallen  into.  A  one-sided  man,  we  have  said  before,  is 
imperfect.  Some  few  experiments  can  be  tried  as 
you  read  and  study  physics,  and  they  will  take  the 
guise  of  recreation.  In  sound  the  experiments  in 
loops  and  nodes  and  harmonic  vibration  may  be 
performed  very  nicely  with  a  wire  stretched  across  a 
table  over  two  blocks  of  wood  as  bridges.  Vibrating 
flames  may  be  observed  with  a  small  looking-glas? 
twisted  back  and  forth  in  the  hand.  A  square  of 
glass  held  down  on  a  spool  by  the  thumb  will  serve 
for  a  Chladni  plate.  In  heat  the  simplest  possible 
arrangements  will  serve  to  show  the  expansion  of 
solids,  liquids  and  gases.  A  blacksmith  putting  on 
a  wagon-tire  shows  the  first  of  these.  In  light, 
shadow  photometry  may  be  worked  up  with  consid- 
erable advantage  as  being  of  direct  applicability  to 
electrical  work.  A  few  hours  will  be  well  spent  in 
making  a  skeleton  of  experiments  to  carry  your  liv- 
ing body  of  physics.  But  the  bulk  of  physics  you 
must  get  from  the  books. 

Do  not  try  to  cut  mathematics  out  of  it.  Wher- 
ever a  formula  is  given,  remorselessly  hunt  it  down 
and  work  it  out  to  the  last  point.    Keep  dimensions  in 
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mind,  and  over  and  over  again  go  through  their  evo- 
lution. Then,  when  you  reach  electricity,  you  will 
feel  at  home.  It  will  appear  how  a  watt  is  a  unit  of 
rate  of  energy,  and  the  relation  of  electrical  to  me- 
chanical units  will  be  made  clear;  without  dimen- 
sions you  can  never  see  how  these  relations  are 
deduced.  In  after-life  you  may  forget  the  exact  de- 
duction of  dimensions,  but  enough  will  stick  to  give 
electrical  and  mechanical  units  a  meaning  which 
they  would  never  otherwise  acquire. 
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CHAPTER   IV. 

Chemistry. 

DIFFICULTIES  OF  EXPERIMENTING  —  THE  COAL-FIRE 
AND  THE  PLANT THE  REACTION  OF  THE  COAL- 
FIRE — ITS     EQUATION     AND     WHAT     IT    TELLS — 

EQUATIONS    THE    SHORT  HAND    OF     CHEMISTRY 

STOICHIOMETRY EXPERIMENTS PRECAUTIONS 

BATTERY     CHEMICALS THERM0-CHEMI6TRY 

CHEMICAL     RECREATIONS BOOKS OUTLINES     OF 

A   CHEMICAL   COURSE HOW  TO  READ VALUE  OF 

A    TEACHER. 

There  are  a  number  of  books  treating  of  simple  ex- 
periments in  physics.  The  field  in  this  department 
is  pretty  well  covered.  Every  now  and  then  the 
inquiry  comes  up  for  a  book  devoted  to  simple  chem- 
ical experiments.  This  book  has  not  yet  been 
written — at  least  a  satisfactory  one  has  not.  The 
reason  is  not  hard  to  find.  Chemistry  is  a  science 
that  admits  of  no  trifling.  Simple  experiments  in  it 
are  very  attractive,  but  a  series  of  such  soon  loses 
variety,  and  they  become  monotonous  to  all  but  the 
real  student.    An  electrician  should  know  the  theory 
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of  chemistry,  as  his  science  is  closely  linked  there- 
with, but  unfortunately  the  theory  of  chemistry, 
unfixed  in  the  mind  by  any  experimental  work,  seems 
very  unreal  and  abstract. 

Chemical  work  can  often  be  carried  on  at  school 
to  a  point  where  some  idea  may  be  formed  of  what 
qualities  a  gas  may  present,  of  what  a  reaction  be- 
tween two  substances  is,  of  the  actions  of  acids  on 
metals.  If  the  experimenter,  knowing  nothing  of 
chemistry,  begins  to  experiment  without  supervision, 
it  is  merely  a  question  of  time  when  he  will  blow 
himself  up. 

This  makes  studying  chemistry  by  experiment  at 
least  of  doubtful  expediency  if  it  has  to  be  done 
alone.  But  can  chemical  operations  be  seen  other- 
wise ?  They  can  be  seen  everywhere.  One  of  the 
highest  affinities  in  all  chemistry  is  being  constantly 
satisfied  in  a  violent  reaction  seen  in  every  house. 
The  plant,  with  intense  chemical  force,  given  it  by 
the  sun's  actinic  rays,  is  doing  the  reverse  and  un- 
doing the  combination  silently  and  without  violent 
exhibition  of  its  powers.  Are  not  these  chemical  ex- 
periments available  for  purposes  of  study  ? 

For  what  takes  place  in  the  hard  coal-fire,  which  is 
the  first  reaction  spoken  of  ?  The  coal  is  principally 
carbon,  one  of  the  elements,  and  carbon  has  an 
intense  affinity  for  another  element,  oxygen.  About 
one-fifth  of  the  air  is  oxygen.  In  spite  of  its  affinity 
for  oxygen,  carbon  will  not  unite  therewith  below  a 
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red-heat ;  when  heated  in  the  air,  it  combines  with 
oxygen.  Chemical  energy  is  satisfied  or  disappears, 
and  heat  and  light  energy  are  produced.  The  coal, 
in  other  words,  burns.  Now  take  on  faith  two  state- 
ments. Twelve  pounds  of  coal  combine  with  thirty- 
two  pounds  of  oxygen.  This  ratio,  for  complete 
combustion,  always  and  invariably  holds.  Next,  if 
the  carbon  and  oxygen  were  both  in  the  gaseous 
state,  it  would  be  found  that  the  carbon  would  have 
half  the  volume  of  the  oxygen.  As  a  species  of 
chemical  short-hand,  twelve  units  by  weight  of  car- 
bon are  indicated  by  C.  Sixteen  parts  by  weight  of 
oxygen  are  indicated  by  O.  These  same  symbols 
indicate  equal  volumes  of  the  elements  in  question 
when  in  the  gaseous  state.  Now  write  as  follows  : 
C+20==C02. 

This  says  that  one  volume  (in  the  gaseous  state) 
of  carbon  weighing  twelve  units  combines  with  two 
volumes  (in  the  gaseous  state)  of  oxygen  weighing 
(2x16=32)  thirty-two  units.  The  product  is  (12+ 
32=44)  forty-four  units  by  weight  of  another  sub- 
stance called  carbon  dioxide,  or,  more  generally, 
carbonic  acid  gas.  It  also  tells  a  chemist  that  the 
volume  of  the  new  gas  is  equal  to  that  of  the 
oxygen. 

This  is  one  of  the  dreaded  chemical  reactions  that 
seem  such  a  mystery  to  many.  They  are  really  a 
great  convenience  ;  the  eight  characters  of  the  equa- 
tion tell  as  much  as  can  be  told  in  as  many  lines  of 
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type,  and  the  common  coal-fire  gives  us  the  chem- 
ical reaction  expressed  in  the  equation.  The  pro- 
spective engineer  should  give  himself  a  thorough 
course  of  chemical  equations,  and  should  work  up 
the  proportions  they  express.  This  species  of  calcu- 
lation or  chemical  arithmetic  is  given  in  the  text- 
books and  should  be  learned,  or  at  least  the  under- 
lying theory  outlined  above  should  be  well  mastered. 

Too  much  is  not  asked  in  this.  A  person  with  the 
ieast  aptitude  for  mathematics  will  find  no  trouble  in 
it.  One  fond  of  mathematics  will  take  much  the 
same  interest  in  stoichiometry,  as  the  arithmetic  of 
chemistry  is  termed,  as  a  chess-player  does  in  chess 
problems. 

It  will  be  easy  to  perform  a  few  experiments  in 
safety  by  avoiding  the  use  of  certain  chemicals,  such 
as  strong  acids,  and  by  avoiding  certain  causes  of 
explosion.  But  it  would  be  very  hard  to  adequately 
state  in  words  the  various  precautions  which  a  prac- 
ticed chemist  instinctively  takes.  Even  in  heating 
a  liquid  in  a  test-tube  he  never  points  its  opening  at 
himself  or  at  others  for  fear  the  contents  may  spurt 
out.  In  adding  a  chemical  to  it  he  follows  the  same 
rule.  If  two  liquids  of  different  specific  gravities  are 
in  the  tube,  he  always  shakes  them  up  thoroughly  be- 
fore heating,  to  guard  against  explosive  ebullition. 
It  is  thus  all  through  chemistry.  Little  details  of 
manipulation  distinguish  the  good  from  the  bad 
operator.     The  electrical  engineer  cannot  well  afford 
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time  to  learn  all  these  minutiae.  If  he  has  the  time 
and  facilities,  he  will  of  course  try  to  learn  as  much 
as  possible. 

But  let  him  study  the  formulae  of  his  own  chem- 
icals. If  he  is  using  gravity  cells,  he  must  not  be 
content  to  throw  in  what  to  him  is  nothing  but  a 
"blue-stone,"  Let  him  know  it  as  cupric  sulphate  ; 
let  him  learn  its  formula  CuSO^,  5HgO,  and  find 
what  each  symbol  stands  for,  and  for  what  relative 
weight  of  its  respective  element.  Distinguish  be- 
tweeen  this  compound  and  cupric  oxide,  CuO,  of 
the  Lalande-Chaperon  couple.  Dissolve  some  Cu- 
SO4,  SHgO  in  water,  immerse  a  piece  of  poHshed  iron 
in  it,  and  see  the  deposit  of  copper,  and  realize  that 
some  of  the  iron  has  stepped  into  the  copper's  place, 
and  has  formed  one  of  the  iron  sulphates. 

The  many  batteries  in  use  will  give  a  good  field  for 
studying  chemistry,  and  the  mere  handling  of  a 
chemical  salt,  such  as  sal  ammoniac  (ammonium 
chloride),  if  its  formula  and  constitution  are  made  to 
go  with  it  in  the  mind,  will  give  to  chemistry  the  de- 
sired reality. 

Next  comes  thermo-chemistry,  which  is  simply  the 
laws  of  the  relations  of  chemical  change  to  energy. 
While  nothing  is  more  interesting  than  the  working 
out  of  the  voltage  corresponding  to  chemical 
changes,  such  is  generally  rather  an  ornamental  or 
perhaps  accessory  branch  of  the  study.  The  general 
principles  of  thermo-chemistry,  which  may  be  stated 
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in  very  few  words,  should  certainly  be  known.  To 
give  the  aspect  of  unity,  it  would  seem  preferable  to 
take  thermo-chemistry  as  a  part  of  the  conservation 
of  energy.  The  engineer  should  have  very  fixed 
ideas  on  this  subject  of  the  conservation  of  energy, 
for  his  profession  is  concerned  almost  entirely  in 
converting  one  into  another  and  in  distributing  the 
energy  he  has  shaped.  Thermo-chemistry  relates  to 
the  heat  units  produced  by  coal,  the  watts  produced 
by  a  battery,  and  the  voltage  developed  therein.  It 
is  clear  that  acquaintance  with  it  should  be  a  part  of 
his  stock  of  knowledge. 

What  is  said  in  relation  to  chemistry  may  be  taken 
as  implying  that  the  engineer  need  not  go  very 
deeply  into  this  science,  and  such  is  the  most  prac- 
tical view  of  the  case.  Chemical  formulae  find  no 
part  in  the  every-day  work  of  the  electrician.  But 
none  the  less  should  as  much  of  chemistry  as  is  out- 
lined above  be  studied.  It  is  depressing  to  one's 
moral  nature  to  think  of  a  presumable  electrician 
using  primary  and  storage  batteries,  working  with 
currents  whose  units  are  based  on  voltametric  work, 
yet  knowing  nothing  of  chemistry. 

There  is,  however,  a  chemistry  without  apparatus, 
which  can  be  used  as  a  species  of  instructive  recrea- 
tion. A  number  of  experiments  in  it  can  be  traced 
up  in  the  literature  of  the  science.  Thus  roll  or 
twist  a  strip  of  paper  into  an  allumette  or  gas- 
lighter.     Holding  its  large  end  pinched  between  the 
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finger  and  thumb,  and  holding  it  pointing  down- 
wards, light  the  lower  end.  As  the  flame  works  its 
way  up  towards  the  hand,  a  black  cinder  is  left 
nearly  of  the  shape  of  the  allumette.  The  flame  is 
producing  destructive  distillation  as  well  as  "combus- 
tion of  the  paper.  A  white  smoke  which  is  pro- 
duced by  the  distillation  issues  from  the  lower  end. 
Now  apply  a  match  to  the  lower  end,  and  you  can 
light  the  escaping  gaseous  and  other  matter  escap- 
ing therefrom  just  as  you  can  light  gas  at  a  gas- 
burner. 

This  gives  an  excellent  illustration  of  the  action  of 
heat  on  organic  matter  and  of  combustion.  Nothing 
could  be  simpler  or  more  demonstrative.  This  is 
chemistry  without  apparatus. 

Again  put  some  sodium  bicarbonate,  which  is 
common  baking  soda,  into  a  pickle  bottle  and 
pour  on  it  some  vinegar  (acetic  acid).  It  effer- 
vesces, and  carbon  dioxide  gas  is  given  off.  Attach 
a  match  to  a  bit  of  wire,  get  the  match  burning 
well,  and  lower  it  into  the  bottle.  The  gas  extin- 
guishes it  as  effectually  as  would  water.  Try  to 
pour  some  of  the  gas  into  a  tumbler,  as  you  pour 
water,  and  test  its  presence  in  the  tumbler  by  the 
match  experiment. 

This  again  is  chemistry  without  apparatus.  Noth- 
ing in  the  laboratory  could  be  more  conclusive. 

Write  out  the  reaction  for  this  experiment.  Find 
the  formuls^  of  acetic  acid  and  of  sodium  bicarbonate, 


54  REACTIONS. 


and  put  them  in  the  first  member  of  the  equation. 
When  they  react  upon  each  other,  sodium  acetate, 
water  and  carbon  dioxide  gas  are  produced.  Put 
these  in  the  second  member,  and  then  see  if  your 
equation  balances — that  is  to  say,  see  if  the  same 
symbols  and  if  the  same  number  of  each  appear 
on  both  sides  of  the  equality  sign. 

The  equation  for  destructive  distillation  of  paper 
cannot  well  be  written  out,  because  the  reaction 
varies  and  is  imperfectly  known. 

The  actions  of  acids  and  alkalies  on  test-paper  or 
vegetable  colors  can  be  easily  tried  with  litmus  paper 
or  red  cabbage  infusion.  Use  vinegar  for  the  acid,  and 
ammonia  for  the  alkali.  A  few  cents'  worth  of  com- 
mon hydrochloric  acid  will  give  more  satisfaction  in 
all  these  experiments  than  will  vinegar. 

You  will,  if  you  undertake  to  work  up  this  study, 
infallibly  procure  a  little  apparatus,  if  it  is  only  a  few 
test-tubes.  But  it  is  not  advisable  for  you  to  go  too 
deeply  into  chemistry  unless  you  can  have  a  good 
teacher  and  plenty  of  time  at  your  disposal.  A  few 
experiments  made  as  above  suggested,  with  their  re- 
actions studied  and  understood,  will  give  an  idea  of 
a  science  to  which  years  may   readily  be  devoted. 

The  following  may  be  taken  as  an  abstract  of  the 
ground  which  should  be  covered.  The  great  object 
of  the  student  should  be  to  grasp  the  general  theory 
of  the  science.  There  is  little  use  for  him  to  know 
the  atomic  weights  by  heart, — there  is  every  reason 
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for  him  to  understand  just  what  an  atomic  weight  is. 
This,  then,  is  presented  as  a  schedule : 

Three  states  of  matter,  solid,  liquid,  gaseous. 

What  an  element  is — the  elements  in  general. 

What  a  compound  substance  is — the  combination 
of  elements. 

The  divisions  of  elements — the  atom  and  mole- 
cule. 

The  compound  molecule. 

The  law  of  atomic  weights. 

Relation  of  the  law  of  atomic  weights  to  chemical 
combinations — this  includes  «,  the  constancy  of  com- 
position ;  b,  the  law  of  multiples  ;  ^,  the  law  of  equiv- 
alents. 

Law  of  combination  by  volumes  in  the  gaseous 
state  (Avogadro's  Law). 

Chemical  symbols — their  full  meaning  and  their 
use  in  equations  and  formulae. 

Atomicity — the  bonds  or  saturating  power  of  ele- 
ments ;  monads,  dyads,  etc. 

Chemical  affinity  a  source  of  work  ;  hence  unsat- 
isfied chemical  affinity  a  form  of  potential  energy ; 
by  satisfying  chemical  affinity  kinetic  energy  is  pro- 
duced. 

Relations  of  heat  to  chemical  affinity. 

Electrolysis  or  decomposition  of  chemical  com- 
pounds by  electricity. 

This  much  the  student  should  work  up  as  thor- 
oughly as  possible  with  a  good  text-book.    A  pad 
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and  pencil  should  be  at  his  side,  and  symbols  used  at 
every  step  where  possible.  When  this  ground  has 
been  covered  even  cursorily,  and  it  is  best  to  go  over 
it  all  as  well  as  possible,  three  or  four  of  the  ele- 
ments should  be  taken  up,  one  by  one.  Oxygen, 
hydrogen,  carbon  and  zinc  would  be  good  ones. 
These  should  be  studied  with  constant  reference  to 
the  schedule  outlined  above,  the  idea  being  to  make 
each  element  illustrate  the  general  philosophy  of 
chemistry.  This  philosophy  the  schedule  given 
above  is  designed  to  cover. 

The  elements  studied  may  be  extended.  It  will 
be  of  inestimable  advantage  if  a  few  weeks  or  if  a 
few  hours  a  week  for  a  few  weeks  can  be  given  to 
practical  work.  It  is  possible  that  it  can  be  done 
alone,  but  for  personal  safety,  as  well  as  for  much 
greater  efficiency,  it  is  most  desirable  that  an 
instructor  should  be  employed.  In  our  high  schools, 
teachers  are  always  to  be  found  capable  of  giving 
excellent  chemical  instruction.  Some  arrangement 
can  probably  be  made  with  some  of  these. 

In  studying  the  philosophy  of  chemistry,  as  we 
have  termed  it,  much  must  be  taken  on  faith,  and  it 
will  seem  dry  and  abstract,  and  perhaps  impossible 
to  remember.  This  is  often  the  case  with  things 
involving  a  new  order  of  thought.  But  two  weeks* 
work  following  good  study  will  work  a  wonderful 
change,  and  the  science  wnll  crystallize  into  shape  in 
the  mind,  and  the  symmetry  of  it  will  clearly  appear. 
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Chemical  work  is  divided  into  two  branches,  qual- 
itative and  quantitative.  The  first  treats  of  the 
qualities  of  things,  such  as  the  various  properties  of 
the  elements,  the  color,  specific  gravity  and  general 
nature  of  each,  and  of  the  salts  of  reactions  and  of  all 
substances.  Quantitative  work  refers  to  the  quantities 
that  enter  into  reactions  and  to  the  determination  of 
such  weights  and  volumes.  Chemistry  restricted  to 
one  or  the  other  branch  is  but  half  expressed  or 
learned,  as  the  case  may  be.  The  quantitative  rela- 
tions expressed  by  an  equation  have  been  just 
brought  forward.  These  relations  should  be  prac- 
tically studied,  and  a  week  in  a  laboratory  will  give 
some  idea  of  them. 

If  the  study  is  abandoned  before  the  full  meaning 
of  an  equation  is  reached,  a  great  error  will  have 
been  made.  The  relations  expressed  by  an  equation 
are  quantitative  as  well  as  qualitative,  as  has  been 
shown— the  symbol  Zn,  for  instance,  means  not  only 
zinc,  but  sixty-five  parts  by  weight  of  zinc,  the  "part" 
being  the  relative  unit,  which  happens  to  be  the 
atomic  weight  of  hydrogen.  Now  a  person  may 
learn  all  this,  and  learn  the  meaning  of  equations, 
but  he  will  miss  the  most  perfect  grasp  of  it,  if  he 
does  no  quantitative  work.  The  conception  of  what 
a  precipitate  is  is  easy  to  acquire.  If  such  be  fil- 
tered out,  washed  and  weighed,  if  by  stoichiometry 
and  equations  the  weight  is  made  to  tell  its  full  story, 
a  quantitative  determination  has  been  made,  and  the 
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student  at  once  perceives  the  idea  of  relative  weights 
of  atoms.  The  Edison  chemical  meter,  the  silver 
voltameter,  the  operations  of  the  electroplating 
bath,  the  consumption  of  definitely  and  unvary- 
ingly related  parts  of  zinc  and  copper  sulphate  in  a 
Daniell  cell, — all  such  are  understood  in  a  new  light. 
So  our  concluding  advice  is  for  the  student  to  do 
a  little  quantitative  work,  to  arrange  with  a  chemical 
friend  or  even  with  a  pharmacist  for  a  little  instruc- 
tion and  for  the  use  of  the  creator  of  modern  chem- 
istry and  the  present  arbiter  of  all  its  operations — 
the  balance.  For  in  giving  us  balances  which  weigh 
down  to  one-twentieth  of  a  milligram,  the  Beckers 
and  other  balance-makers  have  made  great  and 
important  contributions  to  the  development  of 
chemistry. 


CHAPTER  V. 
Electricity  At   Home, 
electrical  experiments  at  home — modern  phys- 
ICS    taught     QUANTITATIVELY SIMPLE      APPLI- 
ANCES     NOW       USED — MAKING      ELECTRICAL 

APPARATUS      AT      HOME THE      WHEATSTONE 

BRIDGE — GALVANOMETER      RESISTANCE       COILS 

CURRENT   STRENGTH — BATTERIES STATIC   ELEC- 
TRICITY   ELECTROMETERS  —  CONDENSERS — AM- 

PERE'S    law — MAGNETISM. 

What  direction  should  work  at  home  take  in  the 
electrical  line  ?  It  is  by  no  means  necessary  that 
much  should  be  done,  but  it  is  hard  to  imagine  any 
one  with  a  taste  for  the  science  who  will  not  work  in 
it  during  spare  moments.  There  is  also  this  to  be 
said,  that  before  entering  into  any  engagement  at  an 
electrical  works  or  station  his  time  will  generally 
be  more  at  the  student's  disposal  than  afterwards. 
This  is  the  period  in  which  to  familiarize  himself 
with  electrical  construction.  Fortunately  much  can 
be  done  with  the  simplest  appliances.  The  work  at 
home,  or  much  of  it,  should  take  the  direction  of 
electrical  measurements. 
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Electricity  has  been  defined  as  the  science  of 
measurement.  This  definition  is  correct,  but  not 
specific  enough,  for  physics  in  general  may  be  iden- 
tically defined.  To  see  how  the  science  of  physics  is 
now  taught,  the  Harvard  schedule  of  work  to  be 
done  before  admission  to  the  college  course  may 
be  consulted.  It  is  full  of  measurements — nearly 
everything  in  it  refers  to  weighing  or  measuring 
or  determination  of  strain.  The  old  system  of 
simple  demonstration  of  laws  has  become  antiquated. 

The  same  applies  to  electricity, — in  the  modern 
science  we  work  by  volts,  amperes,  and  other  units. 
A  constant  appeal  to  measurement  underlies  all  oper- 
ations. 

From  the  Harvard  schedule  another  hint  as  to 
modern  methods  of  teaching  may  be  taken.  The 
work  prescribed  in  it  is  all  done  with  the  simplest  ap- 
pliances. The  strength  of  materials  and  factors  of 
stress  are  determined  with  ordinary  spring  balances. 
As  C.  V.  Boys  expresses  it : 

**  In  these  days  we  are  all  too  apt  to  depart  from  the  simple 
ways  of  our  fathers,  and,  instead  of  following  them,  to  fall  down 
and  worship  the  brazen  image  which  the  instrument-maker  hath 
set  up." 

Our  student  may  have  seen  the  beautiful  appa- 
ratus in  an  electrical  dealers'  store.  The  meter  or 
shorter  bridges,  the  boxes  of  resistance  coils,  the 
tangent  galvanometers, — all  vie  with  each  other  in 
elegance  of  construction.  If  he  had  but  the  money, 
here  is  where  he  would  spend  it.     But  he  can  do  bet- 
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ter  than  that — let  him  make  his  own  apparatus.  He 
can  make  it  accurately  enough  for  the  end  in  view, 
which  end  is  to  learn  something  about  electrical 
measurements  and  incidentally  to  acquire  practical 
experience  in  electrical  construction.  Again  the 
true  theory  of  instruction  is  to  begin  at  the  bottom, 
and  to  start  with  the  simplest  things.  His  first 
measurements  may  be  of  the  *'  spring  balance '' 
order  and  made  with  the  crudest  possible  apparatus. 

Let  him  study  out  the  familiar  diamond  of  the 
Wheatstone  bridge  and  see  how  simple  Is  the  theory. 
Imagine  the  four  resistances  to  be  four  pipes  of  dif- 
ferent sizes,  and  see  if  water  would  not  follow  the 
same  law.  Next  on  a  board  he  may  lay  out  the  con- 
nections. One  standard  resistance  is  required,  which 
can  be  taken  arbitrarily.  An  electric-light  carbon 
with  caps  of  lead  cast  on  the  ends  to  give  facilities 
for  good  connections  will  answer  for  this.  A  gal- 
vanometer is  needed.  A  compass  resting  within  a 
coil  of  wire  will  suffice.  The  proportionate  resist- 
ances of  tv70  elements  of  the  bridge  must  be  known. 
These  he  can  deduce  from  their  relative  lengths. 
Connecting  his  battery,  he  can  in  a  few  minutes  de- 
termine how  many  times  the  resistance  of  the  carbon 
is  contained  in  the  unknown  wire  or  conductor  whose 
resistance  he  is  measuring. 

The  above  description  suggests  a  meter-bridge,  as 
it  is  popularly  called,  and  this,  as  the  simplest,  is, 
perhaps,  the  best  to  start  with. 
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The  first  thing  which  the  student  will  find  is  that 
his  galvanometer  is  entirely  unsatisfactory.  A  very 
delicate  one  is  essential.  He  will  feel  the  want  of  a 
standard  also,  for  the  true  resistance  of  his  carbon  is 
unknown.  But  his  extemporized  galvanometer  will 
probably  be  his  first  trouble.  Here  will  be  a  tempta- 
tion to  construct  a  good  one.  Next  may  come  the 
construction  of  a  standard  resistance  coil.  He  can 
borrow  a  one  or  two  ohm  coil,  and  using  his  galva- 
nometer and  Wheatstone  bridge,  can  make  a  resist- 
ance coil  for  himself. 

When  he  gets  this  far,  he  finds  that  his  bridge  is  a 
poor-looking  affair.  So  he  gets  a  hard-wood  board 
and  makes  an  accurate  meter  or  half -meter  bridge. 
He  has  read  up  on  the  subject,  and  what  he  now 
reads  is  more  than  mere  words  to  him.  He  studies 
the  proportions  required  for  accuracy,  the  expedient 
of  increasing  the  length  of  the  proportional  wire,  so 
as  to  work  at  its  most  sensitive  portion,  and  learns 
the  range  of  work  which  his  one  resistance  coil  can 
adequately  cover.  The  conditions  of  accurate  work- 
ing make  the  range,  with  the  one  resistance  coil, 
very  limited.     He  needs  more  coils. 

His  accurate  bridge,  with  sensitive  galvanometer, 
gives  him  the  facilities  for  making  new  coils  of 
greater  resistance,  and  his  set  increases  in  extent. 
He  reads  up  the  subject  of  coils,  notes  that  they 
must  be  wound  non-inductively,  studies  the  best 
ways  of  securing  insulation,  and  the  best  way  of  pro- 
viding end-contacts. 
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He  will  now  wish  to  measure  current  strength,  for 
doing  which  he  will  build  a  tangent  galvanom- 
eter. If  he  works  with  a  battery,  he  will  wish  to 
obtain  its  factors.  This  involves  the  determination 
of  potential.  If  his  tangent  galvanometer  is  wound 
finely  enough,  he  can  determine  potential  directly, 
using  a  Daniell  couple  for  standard ;  or  he  can  use 
some  of  the  other  methods  described  in  the  books, 
such  as  Poggendorff's  method. 

Current  measurement  may  also  be  done  by  voltam- 
eters. If  a  balance  is  at  hand,  a  copper  or  silver 
voltameter  may  be  used.  A  very  practical  experi- 
ment would  be  to  make  a  zinc  voltameter,  such  as 
the  Edison  electric  meter.  This  electrolytic  work  is 
of  great  utility,  and  for  it  the  student  could  make 
some  kind  of  a  balance  which  would  give  approx- 
imate results. 

A  good  galvanometer  being  a  necessity,  some  work 
should  be  devoted  to  making  it,  and,  perhaps,  all 
things  considered,  a  tangent  instrument  with  high 
and  low  resistance  circuits  would  be  the  best. 
This  may  have  its  needle  suspended  by  a  filament, 
and  may  carry  a  convex  mirror,  so  as  to  give  prac- 
tice in  the  reflecting  principle.  Next  a  standard 
battery  will  be  needed,  for  which  the  Daniell  combi- 
nation may  be  used.  Now  the  student  may  determine 
voltages,  having  at  hand  the  essentials. 

Wheatstone  bridge  work  has  already  been  spoken 
of,  and  will  be  the  most  important  in  every  way  of 
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the  operations  so  far  described,  because  in  it  we  are 
brought  into  contact  with  the  most  used  measure- 
ment of  the  electrician.  Such  a  book  as  Ayrton's 
''  Practical  Electricity  "  will  be  found  useful  in  work- 
ing with  a  bridge,  as  it  gives  the  practical  points 
which  conduce  to  accuracy. 

The  above  is  a  mere  hint  of  how  our  student  can 
practice  electrical  measurement  and  construction. 
Every  boy  is  apt  to  have  made  his  own  batteries. 
These  are  very  easy  to  construct  now.  Discarded 
bits  of  electric-light  carbon  are  doing  service  all 
over  the  land  in  amateur  batteries,  and  even  in  those 
sold  in  the  stores.  It  is  probable  that  the  student 
will  make  a  dynamo  or  mechanical  generator.  One 
thing  will  lead  to  another,  and  soon  he  will  have  a 
concrete  idea  of  electricity  as  far  as  his  knowledge 
goes.  This  means  that  a  volt  or  an  ohm  will  no 
longer  be  to  him  shadows  and  names  only — magno- 
rum  nominum  umbrcB^ — but  will  mean  something 
actual  and  real. 

Accepting  the  convenient  division  of  the  science 
into  static  electricity,  dynamic  electricity  and  mag- 
netism, the  suggestion  would  be  not  to  neglect  the 
older  sister,  static  electricity,  and  at  the  least  to  go 
as  far  in  it  as  can  conveniently  be  done  without  the 
:se  of  an  electric  influence  machine.  But  if  an 
influence  machine  can  be  borrowed,  procured  or 
constructed,  the  student  will  perceive  the  utility 
of  studying  its  action  and  of  performing  experiments 


EIvBCTROMKTBRS.  65 

with  it.  Such  a  machine  places  at  command  an  un- 
limited supply  of  very  high-tension  electricity,  and 
enables  very  showy  experiments  to  be  performed. 

With  it  the  Leyden  jar  can  be  investigated — its 
rapid  silent  discharge  by  air  convection  when  it  is 
connected  to  a  quantity  of  points,  its  residual 
charge,  and  alternative  paths  of  discharge.  In  the 
latter  line  of  work  it  would  be  advisable  to  go  over 
some  of  Oliver  Lodge's  experiments — those  in  which 
he  worked  upon  the  protection  of  buildings  from 
lightning.  Reports  of  his  lectures  are  accessible, 
and  his  work  was  most  interesting. 

With  plenty  of  high-tension  electricity  at  com- 
mand, electrical  resonance  can  be  studied,  and  at 
least  some  of  Hertz's  experiments  can  be  worked  up. 

As  regards  quantitative  work,  something  can  be 
done  in  it.  The  student  can  construct  a  rough  elec- 
trometer— something  better  than  the  old  quadrant 
and  pithball.  This  will  enable  him  to  measure  elec- 
tric tension,  and  to  measure  dielectric  capacity.  A 
balance  of  some  sensibility  can  be  easily  made,  so 
that  a  Thomson  weight  electrometer  might  be 
built  and  experimented  with.  This  would  be  of 
double  utility,  as  it  brings  us  face  to  face  with  abso- 
lute measurements. 

An  introduction  to  torsion  instruments  might  be 
made  here  by  the  building  of  a  torsion  electrometer 
of  the  quadrant  type.  With  it  again  some  measure- 
ments could  be  got — or  at  least  an  approach  to  quan- 
titative results. 
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The  construction  of  condensers  might  be  taken 
up  here,  and,  ultimately,  if  a  good  enough  galv;^ 
nometer  is  ever  made,  the  determination  of  static 
charges,  capacities  and  dielectric  constants  could  be 
studied. 

The  laws  of  static  charges,  their  concentration  at 
the  parts  of  conductors  where  the  radius  of  curva- 
ture is  smallest,  and  the  escape  of  a  charge  from 
points  give  rise  to  a  number  of  pretty  experiments, 
which  could  easily  be  carried  out  with  little  expendi- 
ture of  time  or  labor. 

In  magnetism  the  work  must  be  prosecuted  largely 
in  full  accordance  with  Ampere's  law.  This  indi- 
cates the  reaching  the  laws  of  the  magnet  through 
electro-magnetism.  The  conception  of  a  magnetic 
circuit,  the  analogy  between  reluctance  and  resist- 
ance, between  permeance  and  resistance,  between 
permeability  and  specific  resistance,  must  be  well 
formulated,  and  lines  of  force  must  be  mapped  out  to 
illustrate  it  by  the  use  of  iron  filings.  Nor  must  the 
student  fail  to  note  where  the  analogy  fails — the 
resistance  of  an  electric  circuit  having  no  reference 
to  the  current,  while  permeability  of  iron  varies  with 
the  number  of  lines  of  force  in  a  given  cross-sec- 
tional area ;  air,  on  the  other  hand,  holding  an  invari- 
able permeability.  In  dynamo  and  motor  construc- 
tion the  magnetic  circuit  is  the  very  soul  of  the 
matter. 

The  relations  between  a  magnet  and  a  current 


MAGNKT  AND  CURRENT.  67 

should  be  well  worked  out  experimentally,  so  that 
any  of  the  memoria  technica  given  in  the  books 
should  be  at  instant  service.  After  test  and  verifi- 
cation by  experiment  the  familiar  man  swimming 
with  the  current  will  have  a  new  interest  and  will 
tell  a  better  story  than  if  he  had  only  been  studied 
theoretically  and  from  books. 
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CHAPTER  VI. 

Mechanical  Engineering. 

ground   covered  by   mechanical  engineering 

its   place   in    electric    practice machines 

and    tools — engine    testing strength    of 

materials machinery use  of  the  hands 

extremes    in    practice — college     work     in 

practical    mechanics machine-shop    work 

for   the   student — observation   and   read- 
ing  faulty  practice. 

Mechanical  engineering  is  a  very  comprehensive 
term.  It  covers  so  much  ground  and  so  much 
information  that  it  may  be  regarded  as  the  frame- 
work of  an  electrical  education.  Sir  William  Thom- 
son holds  that  it  forms  by  far  the  greater  part  of 
electrical  engineering. 

When,  therefore,  one  undertakes  to  speak  of  me- 
chanical engineering,  it  amounts  to  a  recapitulation 
of  a  great  part  of  such  a  book  as  the  present  one. 
An  accomplished  mechanical  engineer  can  take  hold 
of  electrical  work  with  very  little  special  preparation 
or  study.     The  student  of  electrical  engineering  may 
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reach  his  goal  by  means  of  mechanical  engineering 
in  great  part,  because  mechanical  engineering  covers 
topics  of  great  value  to  him. 

The  building  of  a  dynamo  involves  considerations  of 
mechanical  engineering  in  the  balancing  of  its  arma- 
ture when  running  as  well  as  when  motionless,  in 
the  construction  of  its  journals  with  proper  end- 
play,  in  its  establishment  on  a  proper  foundation,  and 
in  other  details  of  construction.  The  driving  of  a 
dynamo  by  belt  or  otherwise  is  a  matter  of  mechan- 
ical engineering.  The  modern  high-speed  engines 
are  triumphs  in  this  branch,  and  they  are  extensively 
used  in  electric  plants.  Some  of  the  finest  examples 
of  mechanical  practice  are  seen  in  electric  light  and 
power  stations  now, — at  one  time  it  was  far  different. 
The  use  of  rope  transmission  of  power  is  excellently 
illustrated  in  some  of  them,  while  in  the  direct 
coupled  engine  and  dynamo  we  find  a  compound  ma- 
chine, whose  "  better  half "  is  certainly  of  the  me- 
chanical order. 

Mechanical  engineering  covers  the  use  of  machines 
and  tools,  such  as  the  lathe  and  planer.  A  compe- 
tent engineer  should  be  able  to  design,  draw,  and 
to  a  considerable  extent  construct  a  good  steam- 
engine  of  modern  type.  Almost  any  mechanically 
qualified  person  can  make  some  kind  of  an  engine, 
but  not  many  can  execute  the  whole  properly. 

The  testing  of  engines  and  boilers,  including  the 
use  of  the  indicator*  the  correct' interpretation  of  indi- 
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cator-cards,  and  the  calculation  of  horse-power  there- 
from, the  determination  of  boiler  and  engine 
efficiency,  the  calculations  for  thickness  of  boiler- 
shells,  the  proportioning  of  parts  of  boilers,  the  lay- 
ing of  lines  of  steam-pipe  of  capacity  for  specified 
work,  are  examples  of  the  work  of  the  mechanical 
engineer.  His  work  may  be  defined  as  the  prac- 
tical work  of  mechanics. 

The  calculation  of  larger  structures,  such  as 
bridges  or  roof-trusses,  is  also  within  his  scope,  but 
such  work  and  the  strength  of  building  materials  are 
usually  considered  as  appertaining  to  civil  engi- 
neering. 

He  is  concerned  with  the  strength  of  materials 
used  in  his  processes.  He  cannot  calculate  a  boiler 
without  knowing  the  qualities  of  the  metal  of  which 
it  is  to  be  made. 

The  knowledge  of  machinery  in  general  comes 
within  this  branch.  But  the  reader  with  any  bent 
for  electrical  engineering  need  not  have  machinery 
recommended  to  him  as  an  object  of  interest,  for  it 
must  be  this  to  him  on  account  of  his  very  nature. 
But  as  mechanical  engineer  he  must  do  more  than 
entertain  himself.  He  must  be  a  practical  w^orker. 
In  another  portion  of  this  book  work  in  factories  is 
treated.  If  the  reader  has  no  machine-tools  of  his 
own  and  no  access  to  a  shop,  he  must  have  in  his 
mind  a  determination  to  sooner  or  later  supply  the 
deficiency   in  his  studies  thus   incurred.     He   must 
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know  something  about  tools  practically.  If  he  will 
study  up  a  tool  thoroughly,  he  can  easily  learn  to 
work  it.  It  would  even  be  well  for  him,  or  better 
than  nothing,  to  do  work  in  a  gas-fitter's  shop,  so  as 
to  get  some  idea  of  how  pipe  are  fitted. 

One  object  of  this  is  evident.  If  he  has  to  enter  a 
manufacturing  establishment  in  any  capacity,  knowl- 
edge of  tools  will  stand  him  in  excellent  stead. 

Another  object  to  be  gained  is  the  use  of  the 
hands.  An  engineer  should  be  able  to  employ  these 
important  members  to  good  effect  when  called  upon. 
In  the  courses  in  mechanical  engineering  given  in 
our  best  colleges,  every  student  is  given  a  training 
in  some  branch  or  branches  of  machine-shop  work. 
An  intelligent  person  who  can  do  one  kind  of  such 
operations  will  have  little  trouble  in  taking  up  a  new 
tool. 

Therefore  he  who  wishes  to  be  an  electrician 
should  unquestionably  be  a  mechanic.  This  may 
not  in  all  cases  mean  that  he  must  know  how  to  run 
a  giant  planer  to  the  best  advantage,  paring  down 
the  edge  of  thirty-inch  armor-plate  as  if  it  were 
pine  wood.  He  might  not  be  a  success  in  running  a 
jewelers'  lathe  and  in  cutting  out  microscopic  pin- 
ions. But  in  him  there  should  be  the  capacity  for 
doing  such  work  if  the  time  should  come  for  him  to 
perform  it.  An  unwashed,  oily  workman,  standing 
all  day  before  a  drill-press  and  drearily  reaming  out 
holes  in  castings  where  the  iron  falls  in  dust  slowly 
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from  the  hole,  who,  when  he  goes  to  the  lathe,  cen- 
ters his  work  on  center-punch  prickings,  too  lazy  or 
too  ignorant  to  drill  a  center-hole  which  will  bear  on 
the  shoulders  of  the  lathe-center  and  not  on  its 
point,  may  call  himself  a  mechanic.  But  does  not  he 
yield  to  a  man  like  the  scientist  Boys,  who  has 
evolved  the  quartz  fibre  as  a  suspension  filament, 
who  worked  out  the  handling  and  manipulation  of 
the  almost  invisible  thread  of  rock-crystal,  and  who 
makes  up  his  own  apparatus  as  required  ?  So, 
though  you  may  have  spent  months  in  a  dirty  ma- 
chine-shop, be  chary  about  calling  yourself  a  me- 
chanic,— though  you  are  at  home  with  a  lathe  or  a 
planer,  you  are  not  a  mechanical  engineer  until  you 
can  work  out  and  superintend  their  construction 
from  the  pig  and  bar. 

If  you  wish  to  know  how  far  a  man  may  go  in  me- 
chanical engineering,  send  for  a  catalogue  of  a  col- 
lege where  the  degree  of  mechanical  engineer  is 
given.  You  will  be  surprised  at  the  range  of  the 
course,  and  you  must  not  suppose  that  it  is  all  books. 
The  students  put  on  overalls  and  work  in  the  shop 
just  as  you  do.  Because  their  work  is  intelligently 
directed  to  the  end  of  teaching  them  the  most  possi- 
ble in  the  shortest  time,  you  must  not  look  down  on 
it — rather  recognize  the  luxury  and  good  sense  of  it, 
— and  if  you  are,  from  force  of  circumstances,  plod- 
ding in  a  shop,  feel  that  your  long  hours  of  labor  will 
improve  you  more  by   their  disciplining  eifect  than 
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by  simply  enabling  you  to  cut  more  inches  of  screw- 
in  a  day  than  the  apparently  superficial  student. 
Neither  one  should  criticise  the  other, — let  each  do 
his  best  where  he  is,  and  feel  that  he  is  stepping  on 
the  lowest  round  of  a  ladder  of  unknown  length. 

So  you  must  be  a  mechanical  engineer.  Now  look 
over  this  book — take  out  everything  that  refers 
directly  to  electricity,  and  see  if  it  will  be  much 
smaller. 

It  speaks  of  your  natural  qualifications — do  not 
these  bespeak  a  mechanical  engineer?  Chemistry, 
physics  and  mechanics  are  spoken  of.  These,  too, 
apply  to  the  education  of  the  mechanical  engineer. 
All  of  this  section,  all  of  the  one  devoted  to  drawing, 
much  that  is  said  about  reading,  about  mathematics, 
steam  engineering,  etc., — does  not  all  this  apply  to  the 
same  profession  ?  Therefore,  when  you  are  a  me- 
chanical engineer,  your  work  is  more  than  one-half 
done. 

In  your  capacity  of  constructor  you  may  have  to 
design  machinery.  If  you  have  studied  up  foundry 
work,  you  will  have  constantly  in  your  mind  the  oper- 
ation of  the  pattern-maker,  and  will,  in  your  design, 
offer  him  as  little  difficulty  as  possible  in  making  for 
your  machinery  patterns  that  v^ill  draw  from  the 
sand.  If  you  are  working  with  a  galvanometer  or 
electrometer  and  break  the  filament,  you  may  have 
to  replace  it  yourself.  Here  are  the  two  opposite 
extremes  of  a  mechanical  constructor's  work.   You 
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will  not  be  called  on  for  both  at  the  same  time  prob- 
ably— of  course  you  may  be, — but  the  lesson  is  clear  : 
Try  to  learn  to  use  your  hands  and  brain  well.  Be 
a  mechanic  in  manipulation  and  in  thought. 

A  good  quantity  of  machine-shop  work  will  be  ex- 
cellent for  the  student.  If  you  have  to  work  by  the 
day,  there  will  be  a  great  disadvantage  in  the  fact 
that  you  will  have  to  work  at  a  single  machine,  per- 
haps, with  not  even  a  chance  of  looking  at  another. 
But  if  you  can  run  one,  a  few  hours*  practice  will 
enable  you  to  run  another,  so  your  time  will  be  well 
spent. 

Observe  all  machinery  which  you  come  across. 
Note  the  little  details  of  construction  of  locomo- 
tives. Visit  shops  of  all  kinds — take  sketches  on 
paper — or,  what  is  far  better,  take  mental  sketches  of 
everything  you  see.  And  all  the  while  read.  In  the 
proper  place  you  will  find  a  few  mechanical  books 
recommended.  The  object  there  is  to  make  as 
short  a  list  as  is  consistent  with  the  purpose  of 
this  work  ;  but  you  can  amplify  the  list  to  any 
extent. 

Since  the  purpose  of  this  book  has  come  up,  recall 
oae  theme  on  which  it  has  preached  from  the  begin- 
ning— be  thorough  even  at  the  expense  of  not  going 
over  much  ground.  If  you  are  in  a  machine-shop 
and  are  to  work  on  a  lathe  for  six  weeks,  in  that  time 
learn  all  the  mysteries  of  it.  Learn  how  the  pitch  is 
changed — work  out   the   different   combinations  of 
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gear-wheels — calculate  what  would  happen  were  the 
feed-screw  of  a  different  pitch — note  how  the  lathe 
is  put  together — see  if  you  could  run  it  for  light 
planing — study  out  a  method  of  working  in  it  long 
pieces,  too  long  to  go  between  its  centers.  You  will 
find  that  understanding  one  thing  very  well  will  help 
you  to  understand  others. 

Examine  electrical  line-work  and  in-door  and  out- 
door wiring,  and  see  the  numerous  examples  of 
clumsy  mechanical  work  which  meet  the  eye  every- 
where. The  exclusion  of  converters  from  the  inter- 
iors of  buildings  having  come  to  be  recognized  as 
proper,  the  custom  is  established  of  placing  them  on 
window-sills  and  elsewhere  on  building  fronts.  Per- 
haps an  unpainted  board  is  fastened  first  in  the 
neighborhood  of  the  window,  and  on  that  the  con- 
verter is  placed.  Wires  are  carried  from  the  line  to 
the  converter  and  from  the  converter  into  the  house. 
The  whole  arrangement  of  unpainted  board,  rusty 
converter  case  and  weathered  wires  is  unartistic  in 
the  general  sense,  it  is  true;  but  it  is  worse  than  this. 
It  is  unartistic  in  the  technical  sense,  as  it  offends 
every  instinct  of  a  mechanic.  The  weather-worn 
arrangements  with  rusty  nails  adding  their  stains 
to  the  rest — galvanized  iron  being  an  unknown  or 
forgotten  luxury — is  unmechanical.  Can  you  not 
make  up  your  mind  that  as  a  mechanical  engineer 
you  would  attend  to  such  details  as  these,  and  re- 
deem alternating  current  lighting  from  its  present 
reproach  of  hideousness  ? 
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This  may  seem  too  strongly  put.  Ten  years  from 
this  time,  when  we  look  back  on  what  was  endured  at 
the  hands  of  electrical  workmen,  it  will  not  seem  so, 
for  then  the  better  era,  it  is  to  be  hoped,  will  be 
inaugurated.  The  readers  of  this  book  may  furnish 
recruits  to  the  army  who  are  to  better  these  condi- 
tions. 

In-doors  we  find  the  same  indifference  to  details. 
Battens,  unvarnished  and  ugly,  are  run  everywhere, 
to  carry  wires.  They  are  run  right  across  a  mould- 
ing, no  attempt  being  made  to  follow  the  curves.  If 
this  is  impossible  with  ordinary  battens,  as  it  is,  it 
might  be  within  the  resources  of  the  mechanical  en- 
gineer to  devise  some  neater  way  of  crossing  a 
moulding  or  cornice. 

It  is  in  the  neglect  of  details  that  electric  service 
has  become  so  ugly  in  its  carrying  out.  There  is 
room  for  progress  and  improvement. 

The  details  of  engineering  practice  cover  every- 
thing of  the  nature  suggested  above.  The  use  of 
non-corrosive  iron,  galvanized  or  otherwise  protected 
from  rust  where  exposed  to  the  weather,  the  painting 
or  varnishing  of  wood-work,  the  neat  and  electrically 
perfect  jointing  of  wires, — a  multitude  of  things  of 
this  nature  come  under  the  cognizance  of  the  me- 
chanical engineer. 
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Drawing, 
drawing    a    poor    reliance    by    itself — its    im- 
portance    to     the    engineer free-hand 

practice — sketches  in  note-books  of  phys- 
ics or  chemistry shade  lines pen  or  pen- 
cil   practice dimension    sketches profile 

paper descriptive    geometry perspective 

—blue  prints — care  of  instruments con- 
ventional representations — catalogues. 

Business  men  have  a  theory  that  a  really  good 
book-keeper  is  apt  to  be  so  useful  a  man  that  he 
lives  and  dies  a  book-keeper,  and  is  never  anything 
else,  SO  that  it  would  seem  to  be  the  best  plan  in  a 
certain  sense  not  to  learn  book-keeping.  Some- 
what the  same  thing  applies  to  mechanical  drawing. 
It  is  well  to  understand  it,  and  to  be  able  to  do  good 
work  with  the  T  square  and  drawing-board,  but  such 
knowledge  must  be  only  an  equipment,  not  a  profes- 
sion. 

If  drawing  is  your  all,  you  will  never  leave  the 
traces.  If  you  do  draw  well,  be  sure  you  can  do 
other  things  well  also;  for  if  you  can  draw  and  can 
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do  nothing  else,  you  might  almost  be  advised  to  con- 
ceal the  fact,  lest  you  become  a  draughtsman  for 
life. 

Seriously  speaking,  drawing  should  be  learned  ; 
not  necessarily  free-hand  work,  but  certainly  me- 
chanical drawing.  It  is  a  great  comfort  to  be  able 
to  produce  a  correct  sketch  of  anything  wanted,  a 
sketch  which  will  be  good  enough  for  a  draughtsman 
or  machinist  to  work  from.  A  new  dynamo  or  motor 
may  be  studied  up  on  the  drawing-board  to  great  ad- 
vantage. Even  the  working  out  of  a  simple  matter 
of  circuits  is  often  much  facilitated  by  drawing  their 
diagram  with  rule  and  right-line  pen,  instead  of  mak- 
ing confused  pencil  sketches.  It  is  possible,  too, 
that  you  may  wish  to  make  memorandum  sketches 
of  ideas  that  occur  to  you,  and  the  convenience  of 
being  able  to  do  this  for  one's  self  is  very  great. 

If  an  instrument  is  to  be  designed,  it  will  be  of 
pre-eminent  service  for  the  originator  to  be  able  to 
draw  it  for  himself,  for  to  be  obliged  to  absolutely 
depend  upon  another  to  design  for  you  is  almost 
slavery.  The  very  drawing  of  a  new  apparatus  will 
give  ideas  concerning  its  construction. 

Excellent  practice  in  drawing  consists  in  making 
a  free-hand  sketch  of  a  machine,  in  quoting  dimen- 
sions on  the  sketch,  and  in  making  from  this  a  full 
mechanical  drawing.  It  is  quite  conceivable  that 
such  operations  might  prove  very  useful  in  real  life, 
<"or  one  might  often  desire  a  drawing  of  some  par- 
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ticular  thing,  which  could  only  be  obtained  in  this 
way. 

You  know  by  this  time  that  you  have  got  to  be  a 
mechanical  engineer,  if  you  are  to  be  an  electrical 
engineer.  Did  you  ever  hear  of  one  who  could  not 
draw  ?  Therefore  learn  to  draw.  Go  far  enough  in 
it  to  trust  no  unproved  drawing-board  for  square- 
ness ;  go  so  far  that  you  do  most  or  all  of  your  work 
with  T  square,  working  along  one  edge  of  your  board 
only  ;  learn  to  do  your  minor  work  with  two  trian- 
gles and  no  T  square  at  all ;  learn  to  sketch  free- 
hand well  enough  to  get  the  basis  for  a  scale  drawing 
of  a  dynamo  or  other  machine  or  apparatus.  If  you 
draw  well  enough,  you  may  even  take  a  position  as 
draughtsman,  but  only  take  it  as  a  temporary  affair ; 
do  not  make  it  a  permanency. 

Very  nice  practice  in  drawing  is  given  by  making 
sketches  of  any  apparatus  you  may  be  experimenting 
with.  It  will  be  of  service  as  a  method  of  clarifying 
the  thoughts  to  draw  it.  A  chemical  or  physical 
note-book  kept  on  this  principle,  and  embodying 
sketches  of  apparatus  as  actually  used,  may  be  made 
very  attractive. 

Making  little  free-hand  drawings  of  apparatus 
involves,  perhaps,  more  taste  than  artistic  skill. 
Neatness  is  the  first  requisite, — and  a  sort  of  conven- 
tional style  should  be  acquired.  To  give  effect, 
shade  lines  may  be  used.  You  draw  extra  heavy  the 
lines  which  indicate  corners  or  edges  of  flat  surfaces 
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which  are  so  placed  as  to  cast  shadows.  These  in 
general  are  vertical  lines  on  the  right  side  of  sur- 
faces or  objects,  horizontal  lines  on  the  lower  side 
of  surfaces  or  objects,  and  diagonal  lines  interme- 
diate between.  A  somewhat  free  or  exaggerated 
use  of  these  lines  gives  a  certain  effect  to  a  poor 
sketch.  But  if  you  can  draw  correctly,  you  need  not 
use  them.  They  serve  to  conceal  defects,  and  this 
is  really  one  of  their  principal  uses. 

The  question  of  whether  you  should  practice  free- 
hand drawing  with  pencil  or  pen  comes  up,  some 
advising  the  use  of  a  pen,  because  you  must  then 
draw  rightly  from  the  start,  and  facility  of  erasure  or 
of  rubbing  out  afforded  by  the  use  of  the  pencil  is 
supposed  to  militate  against  correctness.  If  by  pen- 
work  the  art  of  drawing  correctly  from  the  first  line 
can  be  acquired,  the  pen  should  certainly  be  used. 

For  ink  you  may  use  common  ink,  but  good  effects 
are  not  so  easily  produced  with  it  as  with  India  ink. 
The  liquid  India  ink  and  a  lithographer's  pen  give 
a  chance  for  very  fine  effects,  but  it  takes  a  good 
draughtsman  to  fully  profit  by  them.  They  are 
hardly  to  be  recommended  for  practice,  as  they  are 
luxuries,  not  at  all  requisite  for  the  student. 

In  making  sketches  for  dimensions  to  be  quoted 
on,  it  is  a  good  rule  to  use  a  rather  large  scale — the 
drawing  should  not  be  cramped.  This  gives  plenty 
of  room  for  writing  in  the  dimensions,  and  allows 
one  to  note  the  smaller  features,  and  even  to  make 
memoranda  on  the  sketch. 
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Another  great  convenience  in  sketching  is  cross- 
ruled  paper.  Regular  profile  paper  is  expensive,  but 
cross-ruled  paper  can  be  bought  by  the  quire,  and  is 
almost  as  good  as  the  other.  If  the  lack  of  the  heavy- 
tenth  lines  is  felt,  you  can  rule  off  every  tenth  line 
yourself.  But  in  most  general  drawing  the  absence 
of  the  heavy  tenth  lines  will  be  a  positive  advantage. 

If  you  care  to  take  up  descriptive  geometry,  which 
is  an  addition  that  well  may  be  made  to  our  recital 
of  branches  of  study,  you  will  learn  it  by  drawing 
the  problems  with  right-line  pen,  straight  edge,  tri- 
angle and  dividers,  which  will  not  only  teach  you 
descriptive  geometry,  but  give  excellent  practice  in 
drawing.  Every  architect  drawing  a  house,  or  me- 
chanical draughtsman  drawing  a  machine,  follows 
the  rules  of  descriptive  geometry,  whether  he  has 
studied  it  or  not,  often  without  knowing  it  even.  It 
is  quite  possible  that  he  may  have  never  heard  of  it, 
but  he  uses  it,  and  follows  its  laws  in  every  line 
which  he  makes. 

After  descriptive  geometry  come  shades  and 
shadows.  These  are  decidedly  a  refinement,  and  may 
be  left  as  an  accomplishment  to  be  worked  up  if 
time  permits.  The  same  may  be  said  of  perspective. 
Yet  one  ought  to  know  something  of  these  as  well. 
Both  are  simply  extensions  of,  or  rather  a  series  of 
special  problems  in,  descriptive  geometry.  They 
involve  the  determination  of  the  intersections  of 
planes   and  curved  surfaces  by  planes  and  curved 
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surfaces,  and  of  the  loci  of  tangency  to  curved  sur- 
faces of  planes  and  curved  surfaces.  They  embrace 
very  elegant  problems,  and  if  one  has  a  fancy  for 
graphics,  they  may  be  studied. 

If  the  student  wishes  to  practice  drawing,  he  can 
just  as  well  make  problems  in  descriptive  geometry, 
in  perspective  and  in  shades  and  shadows  afford  him 
models,  as  use  pictures  of  Ionic  capitals  and  of 
steam-engines  for  subjects.  One  trouble  he  may 
think  is  that  a  studying  up  of  the  problem  will  in 
each  case  be  involved,  but  that  will  be  rather  an  ad- 
vantage. Several  problems  may  be  well  learned 
before  being  drawn,  in  order  to  avoid  breaking  in 
upon  one's  work  at  the  board. 

While  drawing  is  usually  taught  in  the  standing 
position,  it  will  be  found  that  in  regular  draughting- 
rooms  high  stools  are  apt  to  make  their  appearance. 
It  is  maintained  by  many,  however,  that  standing  is 
far  healthier  than  sitting. 

If  possible,  do  not  draw  at  night.  Rise  at  five  in 
the  morning  in  summer  and  draw  before  breakfast ; 
work  late  in  the  afternoon  and  put  off  your  supper. 
It  will  not  hurt  you  to  eat  by  lamp-light.  But  do 
not  spoil  your  eyes  any  more  than  necessary.  You 
will  in  all  human  probability  do  them  lots  of  harm 
by  looking  at  strong  lights,  perhaps  at  arc  lights, 
though  you  know  it  is  a  most  reprehensible  prac- 
tice; so  do  not  start  in  to  abuse  them  by  drawing  at 
night.     If  you  must  do  so,   then  have   a  good  stu- 
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dent's  lamp  to  work  by,  use  a  paper  with  dull  or 
mat  surface,  and  place  the  lamp  so  that  the  angle  of 
reflection  will  not  bring  the  reflected  beam  straight 
to  your  eye. 

Blue-print  paper  is  a  very  convenient  adjunct  to 
the  drawing-room,  and  you  may  practice  with  it  a 
little.  Drawings  on  quite  thick  paper  may  be  copied 
on  blue-print  paper  if  there  is  good  sunlight.  Print- 
ing on  the  reverse  side  of  the  copy,  or  another 
drawing  or  cut  there,  of  course  renders  impossible 
the  use  of  blue-print  paper  for  copying  a  design  from 
such  paper. 

Get  a  few  points  from  a  regular  draughtsman  as 
regards  care  of  instruments,  and  the  keeping  of  the 
points  of  dividers  and  the  edges  of  right-line  pens 
sharpened.  Even  the  sharpening  of  pencils  and 
best  shape  to  give  their  points  may  be  looked  into. 
For  sharpening  the  lead  of  pencils  little  pads  of 
sand-paper  are  often  used,  but  the  writer's  favorite 
is  a  file. 

Conveniences  in  drawing  are  multiplying  every 
year.  Do  not  start  to  get  all  of  them.  You  need 
but  half  a  dozen  instruments,  and  a  large  expendi- 
ture for  a  collection,  whose  principal  value  is  in  a 
heavy  rosewood  box  strapped  with  brass  or  German 
silver,  cannot  be  recommended.  As  has  been  aptly 
noted,  experienced  draughtsmen  are  very  prone  to 
keep  their  instruments  in  segar  boxes.  Perhaps  they 
go  too  far  in  this  direction. 
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In  sketching  wiring  diagrams  for  houses,  or  for 
isolated  plants,  certain  things  have  to  be  repeatedly 
drawn.  Thus,  if  working  upon  such  isolated  plants, 
you  will  have  to  draw  a  great  many  times  over  con- 
ventional representations  of  a  dynamo  and  steam- 
engine.  In  each  case  a  number  of  lamps,  all  abso- 
lutely identical,  have  to  be  drawn,  and  there  are 
various  other  features  which  have  to  be  repeated 
often  in  such  work. 

For  each  of  these  it  is  well  to  adopt  a  fixed  symbol 
or  simple  little  drawing.  Do  not  lose  sight  of  effect- 
iveness or  neatness.  A  sheet  of  such  drawings  has 
been  published,  and  gives  an  idea  of  how  to  carry 
out  the  above  suggestion.  Do  not  use  any  care- 
lessly made  symbol,  or  it  may  involve  an  error. 

But  if  you  have  a  great  many  such  drawings  to 
make,  and  this  is  possible,  it  would  be  well  to  have 
some  rapid  way  of  making  them.  Little  stencils 
might  be  used,  or  if  one  is  an  adept  at  carving,  repre- 
sentations might  be  cut  out  of  wood  resembling 
type,  and  from  the  types  rubber  stamps  could  be 
made. 

It  is  well  to  get  acquainted  with  engineers  and  find 
what  conventional  symbols  or  drawings  they  use  for 
lamps  of  different  kinds,  for  direct  and  alternating 
current  dynamos  and  the  like.  Notice  also  how  the 
crossing  of  wires  without  contact  is  indicated  by  a 
little  loop  or  bend  on  one  of  the  wires.  After  you 
have  learned  something  about  drawing,  half  an  hour 
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or  an  hour  with  an  electrical  draughtsman  will  give 
you  the  clue  to  these  special  features. 

In  trade  catalogues  and  electrical  books  will  be 
found  hints  for  drawing.  Thus  if  you  are  making  a 
large  scale  sketch  of  a  dynamo  or  motor,  you  will  get 
good  models  for  binding-posts  from  such  books. 
Other  details  are  given  in  profusion  in  catalogues 
and  are  excellent  for  practice.  Nothing  adds  more 
to  the  appearance  and  effectiveness  of  a  rough 
sketch  than  accuracy  of  detail,  or  at  least  an  evi- 
dence that  the  draughtsman  knew  what  he  was 
doing.  Such  evidence  will  be  given  by  the  binding- 
posts  being  of  the  latest  type,  by  switches  being  of 
accepted  model,  and  by  a  general  up-to-date  effect 
produced  by  attention  to  little  things. 

Under  engineering  in  this  book  it  is  stated  that 
attention  to  little  things  is  of  great  importance 
for  engineers.  The  same  is  to  be  said  for  everything 
in  science,  and  in  drawing  it  is  as  true  as  in  any 
other  branch.  Such  details  of  practice  as  those 
indicated  will  even  compensate  for  other  imperfec- 
tions in  drawing,  imperfections  due,  perhaps,  to  ab- 
sence of  artistic  talent. 
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CHAPTER  VIII. 

Teachers. 

practicability  of  obtaining  assistance  in  study 

solving    difficulties — making    every  one 

a  teacher — university  extension — school 
courses  in  science — different  classes  of 
students — the  hard  workers  in  the  lab- 
oratory— difficulty  of  teaching  electric- 
ITY. 

Is  a  teacher  necessary  for  the  branches  of  study- 
required  of  the  electrician  ?  Can  the  limited  amount 
suggested  here  be  learned  at  home  and  alone  ? 

While  it  certainly  can,  it  is  none  the  less  true 
that  a  teacher  will  greatly  facilitate  matters.  An 
hour  every  two  or  three  days  even,  with  a  good 
teacher,  will  do  much  to  settle  the  difficulties  which 
will  present  themselves.  A  private  teacher  is  rather 
an  expensive  luxury,  and  one  which  comparatively 
few  can  afford.  But  it  must  be  that  within  the  range 
of  almost  every  one's  acquaintance  there  is  a  friend 
who  can  be  consulted.  Perhaps  it  is  a  school  princi- 
pal ;  perhaps  a  man  studying  at  or  graduated  from 
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college.  In  reading  and  studying  a  subject  make 
notes  of  the  difficult  points  as  they  occur  to  you. 
The  next  day  try  to  solve  them  after  a  night's  sleep. 
This  will  doubtless  thin  the  list  down.  Then  attack 
your  friend  with  them.  The  fact  that  you  are  work- 
ing under  disadvantages  will  go  far  to  excite  a  special 
interest  in  you  and  in  your  work.  The  thinning  down 
process  will  cause  you  to  present  fewer  difficulties 
for  solution  than  otherwise  would  be  the  case,  and 
the  difficulties  will  be  good  ones.  Some  may  be  too 
much  for  your  adviser.  An  aspect  of  earnestness 
will  follow  from  all  this,  and  greater  willingness  to 
help  you  will  be  insured. 

At  least  it  may  be  the  result — but  it  may  not.  You 
may  find  yourself  assuming  the  dreadful  aspect  of 
a  bore.  Then  there  is  but  one  thing  to  be  done, 
study  alone.  Do  not  mind  how  old  you  are.  Alfieri, 
the  Italian  poet,  learned  Greek  after  he  was  fifty 
years  of  age.  Note  your  difficulties,  think  over  them 
day  by  day,  and  as  you  increase  the  list  at  one  end, 
it  will  certainly  be  reduced  day  by  day  at  the  other. 
Some  people  hold  that  they  can  learn  alone  anything 
which  they  can  learn  with  a  teacher.  There  is  no 
royal  road  to  knowledge;  there  are,  however,  some 
long  roads — very  long  ones, — and  the  teacherless  road 
is  apt  to  be  one  of  the  longest  of  all. 

An  arrangement  might  be  made  for  one  evening  a 
week,  just  to  smooth  over  the  worst  parts  of  your 
subjects.     This  would  be  better  than  nothing. 
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Make  every  one  your  teacher.  The  trolley-man 
and  the  electric-car  conductor  can  doubtless  give  you 
some  points  in  electricity.  Try  them,  and  see  if 
their  plain,  every-day  statements  of  the  little  they 
may  know  will  not  be  of  value.  Make  the  acquaint- 
ance of  the  engineer  at  the  electric  light  or  power 
station,  and  acquire  familiarity  with  volts  and  amperes, 
if  it  is  only  to  the  extent  of  letting  your  ears  receive 
the  words  from  another's  mouth. 

If  there  is  a  circulating  library  in  your  place  of 
residence,  the  librarian  may  be  able  to  help  you,  at 
least  in  the  selection  of  books.  But  the  work  of 
librarians  has  so  greatly  developed  in  these  days  of 
library  schools,  that  you  will  probably  not  find  them 
possessed  of  much  special  knowledge  of  science  as  a 
rule.  A  good  librarian  has  so  much  to  do  in  keeping 
up  with  the  requirements  of  the  profession,  that  his  or 
her  knowledge  of  science  is  apt  not  to  be  specialized. 

There  is  one  splendid  agent  of  instruction,  the 
University  Extension.  After  you  have  worked  your- 
self into  a  perfect  tangle  of  electrical  study,  and  feel 
almost  in  despair  (although  you  should  not),  attend 
a  ten  or  twenty  lecture  University  Extension  course 
in  electricity  and  see  how  your  troubles  will  vanish. 
After  each  lecture  the  professor  in  these  courses  gives 
a  conference  to  those  members  of  his  audience  who 
desire  it.  Your  first  questions  will  show  that  you 
have  been  studying,  and  his  interest  in  you  will  at 
once  be  excited.     Without  monopolizing  him,  follow 
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up  the  advantage,  and  try  to  keep  him  as  a  friend  and 
adviser.  At  first  do  not  present  your  hard  points 
for  solution.  See  if  his  lectures  are  not  going  to  clear 
them  away.  Towards  the  end  of  the  course  you  may 
present  any  that  remain,  and  he  will  gladly  help  you 
out  of  your  trouble. 

The  value  of  a  course  of  University  Extension 
lectures  cannot  be  overestimated  in  such  cases. 
They  will  supply  the  missing  element,  and  do  much  to 
put  the  home-student  on  a  level  with  the  college  man. 
All  subjects  may  be  treated  in  University  Extension, 
and  the  subjects  are  determined  by  the  directors  of 
the  course.  Often  a  very  little  w411  turn  the  scale  in 
favor  of  one  or  the  other  subject,  so  there  may  be  no 
difficulty  in  getting  an  electrical  course  selected. 

This  little  book  will  doubtless  be  read  by  some  who 
are  still  at  school.  It  may  be  possible  for  such  to 
arrange  with  the  principal  to  have  a  little  extra  science 
and  mathematics.  He  will  judge  whether  or  not  it  is 
deserved,  and  whether  it  will  be  profitable  or  not.  The 
tendency  of  advanced  educators  is  to  give  more 
attention  to  science  than  formerly,  and  it  is  being 
made  a  feature  in  many  schools.  Where  it  is  so,  one 
thing  is  to  be  noticed — the  way  in  which  different 
pupils  will  take  to  it.  Some  like  it  as  a  novelty  only, 
and  after  a  few  lessons  work  at  it  listlessly  enough. 
Such  present  little  evidence  of  fitness  for  professional 
life.  Others  are  interested  in  it  throughout — a  good 
sign.      To   others   it   seems   a   little   disappointing. 


90  THE  SlyOW  HARD  WORKERS. 

Chemistry  in  the  laboratory  loses,  perhaps,  the  gla- 
mour it  had  before  closer  acquaintance  with  it.  But 
these  last  we  will  suppose  to  have  determination  and  to , 
be  determined  to  grapple  with  the  subject  despite  its 
dryness.  Pretty  soon  the  dryness  begins  to  disappear. 
If  it  is  chemistry,  they  commence  by  keeping  model 
note-books,  with  sketches  of  the  apparatus,  where 
anything  special  is  employed.  Reactions  are  all 
worked  out  and  chemical  equations  written  down. 
Perhaps  the  proportions  of  re-agents  in  the  equations 
are  calculated.  For  these  chemistry  takes  a  new 
meaning,  and  the  third  class,  the  slow,  hard  workers, 
give  the  best  pledge  of  any  for  future  success. 

In  a  school  with  active  principal  and  teachers 
one  good  student  might  often  be  able  to  bring  about 
the  introduction  of  a  science  course  and  of  laboratory 
work.  The  teachers,  if  not  advanced  in  practical 
science,  would  be,  or  should  be,  glad  of  the  chance  to 
work  it  up. 

There  is  this  also  to  be  said:  While  a  good  teacher 
of  any  branch  is  rather  hard  to  find,  a  good  teacher 
of  electricity  is  especially  so.  Where  the  very  basis 
of  a  science  is  as  uncertain  as  is  that  of  electricity, 
where  a  whole  superstructure  is  devoted  to  the  phe- 
nomena of  something  so  mysterious  that  it  has  not  been 
and  may  never  be  defined — for  there  is  every  prob- 
ability that  mankind  will  never  know  what  it  is  that 
drives  the  electric  car,  whispers  a  message  across 
the  ocean,  carries  articulations  of  speech  from  New 
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York  to  Chicago,  splits  trees  and  fuses  quartz  into 
fulgurites, — when  the  best  attempts  at  a  theory  of 
electricity  are  based  on  the  purely  hypothetical  ether, 
it  must  be  hard  to  teach  the  subject.  For  a  teacher 
must  know  far  more  than  he  teaches ;  he  must  un- 
derstand within  the  limits  of  his  teaching  just  where 
the  weak  spots  in  the  theory  are  ;  he  must  know 
where  a  student  will  find  special  difficulty  in  under- 
standing ;  he  must  not  let  a  student  go  off  thinking 
he  understands  where  he  does  not. 

A  teacher  must  be  the  product  of  experience  in 
general  and  experience  in  particular.  This  means 
that  he  must  know  the  general  principles  of  teaching, 
and  must  have  special  knowledge  of  the  subject  he 
is  engaged  on.  Such  a  one  is  not  easy  to  find.  When 
such  is  met  he  is  a  treasure  to  the  student,  and  from 
his  very  nature  will  appreciate  an  ambitious  or  hard- 
working learner. 

The  above  summary  goes  to  show  that  he  who  is 
his  own  teacher,  when  he  could  get  another,  is  like 
the  man  who  is  his  own  lawyer.  The  latter,  it  is  said, 
has  a  fool  for  a  client.     The  application  is  obvious. 
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CHAPTER   IX. 
Electrical  Factory  Work  for  Students. 

UTILITY    OF    factory    WORK     FOR    STUDENTS — WHO 

WOULD     BE     MOST    BENEFITED USELESSNESS    OF 

SOME    POSITIONS — SMALL    AND     LARGE     WORKS 

PREMIUMS  PAID  FOR  POSITIONS  IN  FACTORIES — 
TIME  EXPENDED  IN  FACTORY  WORK  BY  STUDENTS 
SCHEDULES  OF  COURSES. 

The  question  of  whether  it  pays  to  enter  an  elec- 
trical factory  and  work  upon  dynamos  and  the  other 
products  is  one  that  can  be  answered  in  several 
ways.  The  answer  will  depend  on  who  the  person  is, 
and  under  what  auspices  he  enters  the  establishment. 

If  the  man  is  quite  ignorant  of  machinery  and  tools, 
then  the  sooner  he  enters  some  kind  or  any  kind  of 
a  shop  the  better.  For  nothing  is  more  forlorn  than 
a  purely  theoretical  engineer.  He  should  above  all 
things  know  the  limitations  of  tools,  how  to  use  them, 
and  how  to  direct  others  in  their  use.  Thus  in  many 
cases  the  prize  man  from  a  college  can  do  nothing 
more  beneficial  to  himself  than  going  into  an  elec- 
trical factory  as  a  temporary  apprentice. 
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It  is  to  be  presumed  that  many  of  the  readers  of 
this  book  will  be  skilled  mechanics,  many  will  be 
good  amateur  mechanics,  and  all  others  to  whom 
it  will  be  of  any  good  will  have  a  taste  for  the  same 
art.  The  propriety  of  going  to  work  will  vary  evi- 
dently for  each  of  such  classes,  and  for  each  individ- 
ual of  each  class.  Every  one  must  judge  for  himself 
as  far  as  general  mechanics  are  concerned. 

The  non-educated,  book-learned  person,  who  does 
not  understand  anything  about  tools,  evidently  needs 
a  machine-shop  training  worse  than  the  one  whom  he 
may  call  uneducated,  but  who  knows  what  his  hands 
and  arms  are  good  for.  It  is  useless  to  try  to  distin- 
guish between  the  numerous  degrees  of  proficiency 
in  mechanics. 

There  is  no  question  that  some  time  may  be  bene- 
ficially given  to  an  apprenticeship,  as  it  may  be  termed, 
in  an  electrical  factory.  If  it  is  possible,  by  any 
means,  to  go  to  one,  and  to  work  a  little  while  in  each 
of  the  different  departments,  or  even  in  a  few  of  the 
more  important,  then  the  experience  would  be  of  the 
utmost  value,  and  of  the  most  value  to  the  man  best 
prepared  to  profit  by  it.  The  skilled  machinist  would 
profit  the  quickest — the  college  student  probably  the 
most  in  the  long  run. 

But  as  to  whether  it  pays  a  young  man  to  go  in  as 
a  common  workman  in  a  large  factory  simply  because 
it  is  an  electrical  one,  and  spend  his  day  on  one  single 
thing,  such  as  cutting  washers,  there  can  be  little 
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doubt.  He  will  learn  no  electrical  engineering  by  doing 
this.  It  would  be  advisable  for  him  to  accept  such  a 
position  only  if  there  were  a  chance  of  advance- 
ment, but  such  there  probably  will  not  be. 

In  a  small  works  there  would  be  more  chance.  If 
everything  is  done  in  one  or  two  rooms,  then  all  is 
under  one's  eyes.  A  workman  in  such  a  place  may 
be  called  upon  to  turn  his  hand  to  anything,  and  will 
have  a  chance  to  pick  up  much  more  than  in  the 
highly  specialized  system  of  the  large  factory. 

One  thing  is  certain.  Without  paying  for  the  priv- 
ilege, it  will  be  very  hard  to  obtain  an  entrance  into 
the  electrical  factory.  They  are  now  besieged  by 
young  men,  willing  to  make  every  kind  of  promise,  if 
they  will  be  only  admitted  to  the  desired  precincts. 
Some  of  them,  many  of  them,  are  of  the  highest 
promise,  and  would  be  of  real  value  to  any  works 
employing  them.  But  there  is  no  room  for  the  appli- 
cants, so  it  is  very  hard  to  get  in.  This  may  remove 
part  of  the  difficulty,  for  it  is  possible  that  you  will  not 
be  able  to  enter  at  all.  It  removes  the  difficulty  of 
selecting  what  department  to  work  in,  for  if  you  are 
admitted  at  all,  there  will  be  no  choice  for  you;  you 
must  take  any  position  assigned. 

For  those  who  are  willing  to  pay  a  premium 
positions  at  nominal  pay  can  be  obtained  at  electrical 
factories.  The  Thompson-Houston  factory  at  Lynn, 
Mass.,  and  the  Edison  factory  at  Schenectady,  New 
York,  have  offered  to  do  this,  and  doubtless  other 
works  will  be  willing  to  follow  their  lead.     The  ex- 
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penditure  of  the  premium  is  compensated  for  in  part, 
in  the  case  of  the  two  works  named,  by  the  payment 
of  nominal  wages  to  the  students  whom  they  employ. 
Thus  the  premium  is  gradually  recouped. 

The  time  required  in  these  courses  is  a  serious 
thing.  A  whole  year  is  supposed  to  be  required  for, 
a  college  graduate,  and  more  for  one  less  advanced. 
The  course  once  finished,  the  student  has  no  claim 
upon  the  factory,  and  must  hold  himself  prepared  to 
find  a  position  elsewhere. 

The  schedule  of  the  courses  supplied  by  these  two 
works  is  given  as  examples  of  carefully  selected  out- 
lines of  student  work.  It  will  be  seen  that  a  quantity 
of  ground  is  covered,  and  the  demonstration  is  afford- 
ed of  how  much  there  is  to  learn  inside  of  a  great 
works. 

The  ideal  education  in  electricity  would  seem  to 
include  such  a  course.  The  unsatisfactory  part  of  it 
is  that  a  year  is  spent  in  perfecting  one's  self  in  details 
of  engineering  which  may  eventually  not  be  used,  al- 
though they  will  always  directly  or  indirectly  be  useful. 

For  one  who  is  dependent  on  himself  for  his  living 
the  more  ideal  thing  would  be  to  start  in  some  smaller 
works  in  any  capacity,  in  the  hope  of  working  up. 
To  such  a  one  the  long  course  of  one  or  more  years 
at  the  Thompson-Houston  or  Edison  works  is  out  of 
the  question.  If  he  can  only  obtain  a  position  of 
any  kind  at  bare  living  wages,  and  one  which  leads 
to  promotion,  he  will  thus  get  his  best  and  most 
available  apprenticeship. 
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Schedules  of  Students  Courses  in  Electrical  Engi- 
neering at  the  Works  of  the  General  Electric 
Company. 

LYNN,  MASS.,  WORKS. 
Kind  of  Work.  Weeks. 

SHOP  PLANT. 

1.  Wiring 4 

2.  Shop  motors 4 

ARC   DEPARTMENT. 

1.  Arc  lamp  assembling 2 

2.  Arc  lamp  testing 4 

3.  Arc  machine  assembling  and  testing 5 

INCANDESCENT  DEPARTMENT,  DIRECT. 

1.  Incandescent  machine  assembling  and  testing,  4 

2.  Meters 2 

3.  Winding  armatures 4 

STATIONARY  MOTORS  AND   GENERATORS, 

1.  Assembling  and  testing 4 

2.  Railway  and  large  generators. .    5 

ALTERNATING  SYSTEM. 

1.  Machine  assembling  and  testing 5 

2.  Construction  transformers I 

3.  Testing  transformers i 

4.  Testing  mining  drills  and  apparatus 2 

Railway  motor  testing 3 

Blacksmith  shop 2 


52 


STUDENTS'  COURSES  IN  FACTORIES.  97 


SCHENECTADY,  N.  Y.,  WORKS. 

Kind  of  Work.  Weeks. 

ERECTING   DEPARTMENT. 

Assembling  railway  motors 2 

Assembling  small  dynamos I 

Assembling  large  dynamos I 

Winding  field  magnets 3 

Pillow  block  fitting,  etc I 

TUBE  DEPARTMENT. 

Galvanometer  work,  testing  instruments,  etc 2 

WIRE   DEPARTMENT. 

Conductivity  measurements 2 

Testing  multipolar  armatures 2 

ARMATURE  DEPARTMENT. 

Winding  and  connecting  armatures, Gramme  ring,  3 

Winding-  and  connecting  armatures,  drum 3 

Testing  armatures 2 

MOTOR  DEPARTMENT. 

Railway  motors 3 

Small  stationary  motors  and  generators 3 

EDISON  TESTING   DEPARTMENT. 

Testing  large  motors  and  generators 4 

Use  of  instruments  and  general  testing .4 

F.  &  A.  DEPARTMENT. 

General  machine  work 2 

Testing  small  motors,  meter  magnets,  calibrating 

ammeters,  etc 4 

Commutator  work 2 

Shop  Wiring  and  power  station 4 

CABLE  DEPARTMENT. 

Testing  insulation,  etc 4 
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Students  are  allowed  to  take  only  one  of  these 
courses,  and  are  paid  a  very  small  salary,  which 
increases  during  the  year.  At  the  end  of  the  year  no 
obligation  to  retain  them  is  imposed  on  the  company. 
A  premium  is  also  required,  and  only  a  limited 
number  of  students  are  received. 


CHAPTER  X. 
College  Education. 

colleges  disadvantages     and     advantages 

of     a     college     course  —  scholarships  

tutorships  large  and   small  colleges 

apparatus — electrical  course  studies. 

It  seems  unnecessary  to  consider  the  question 
of  whether  a  prospective  electrician  should  go  to  col- 
lege. If  possible,  he  should  do  so,  and  after  graduat- 
ing should,  if  able  to  do  so,  remain  at  the  college  and 
take  a  post-graduate  course.  But  this  work  is  written 
principally  for  those  who  do  not  have  the  inestim- 
able advantage  of  attending  a  college  course.  A  col- 
lege man  generally  knows  far  more  on  the  day  of  his 
graduation  than  ever  afterwards.  For  such  as  they 
advice  is  not  needed,  or  rather  is  useless,  because  it 
would  not  be  considered. 

If  a  young  man  wishes  to  go  to  college,  he  will 
have  to  give  up  to  it  three  or  four  years,  perhaps, 
without  making  anything.  Something  may  be  earned 
by  a  bright  man  at  college  by  coaching  other  stu- 
dents, acting  as  private  tutor  to  prepare  them  for 
their  examinations.    As  a  man  advances  higher  the 


college:  prospects.  loi 

prospects  of  obtaining  such  work  increase,  and  it 
may  become  quite  remunerative.  Sometimes,  too, 
there  is  a  little  literary  work  which  can  be  done,  not 
in  connection  with  the  college,  but  for  some  paper  or 
publishing  house. 

All  this  is  very  desultory,  and  any  success  in  earn- 
ing money  will  depend  on  very  hard  work.  And  the 
same  is  apt  to  be  the  case  also  with  the  graduates,  or 
at  least  with  such  of  them  as  have  no  places  open 
and  ready  to  be  stepped  into. 

The  college  course  leads  to  several  incidental  ad- 
vantages. A  good  man  may  obtain  a  scholar- 
ship, and  be  invited  to  continue  his  studies  and  to 
receive  also  a  small  but  appreciable  honorarium  or 
salary  while  doing  so. 

A  college  course  also  opens  up  the  avenue  to  teach- 
ers' work.  A  graduate  who  passes  the  course  with 
honor  may  become  connected  as  tutor  with  his  own  or 
with  some  other  college.  However  low  the  position, 
it  is  at  least  the  beginning  of  a  career  which  may 
lead  to  a  professorship.  In  some  cases,  where  direct 
connection  with  the  college  cannot  be  brought  about, 
private  tuition,  such  as  already  spoken  of,  can  be 
given  at  high  rates  by  the  known  successful  gradu- 
ate. 

What  college  to  go  to  may  be  settled  largely  by 
the  question  of  locality.  In  all  parts  of  the  country 
are  colleges  at  which  courses  in  mechanical  and  elec- 
trical engineering  can  be  taken,  and  the  largest  and 
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most  richly  endowed  are  by  no  means  the  only 
ones  worth  attending.  The  greater  chance  for  per- 
sonal attention  on  the  part  of  professors  in  the  small 
institution  may  overbalance  the  larger  plant  and 
more  expensive  apparatus  of  the  other. 

There  is  no  end  to  accumulating  apparatus, — a  col- 
lege may  get  infected  by  the  same  desire  sometimes 
seen  in  adults  for  collecting  apparatus  of  the  most 
varied  description.  But  better  work  is  often  done 
with  the  meager  supplies  of  a  small  college  or  private 
laboratory  than  in  the  princely  laboratory  of  a  great 
university. 

Very  fine  and  expensive  apparatus  is  needed  for 
work  in  original  investigation.  This  class  of  work  is 
not  supposed  to  be  performed  by  students.  So,  as  far 
as  non-graduates  are  concerned,  the  elaborate  appa- 
ratus is  not  needed  at  all;  simpler  appliances  answer- 
ing every  purpose  for  them. 

A  part  of  the  course  in  electricity,  and  a  principal 
part  of  it,  is  comprised  under  mechanical  engineer- 
ing. Great  tangent  galvanometers  and  the  like  are 
but  incidents  of  the  course,  for  the  work  in  mechan- 
ics is  one  of  the  most  important  things  taught,  and 
for  it  the  luxury  of  apparatus  is  not  needed.  The 
practical  portion  of  mechanics,  namely  machine-shop 
work,  is,  it  is  to  be  presumed,  within  the  scope  and 
talents  of  readers  of  this  book  to  a  greater  degree 
than  in  the  case  of  many  or  most  college  students. 

All  this  leads  to  the  conclusion  that  you  need  not 
mourn  if  you  cannot  take  a  college  course,  and  espe- 
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cially  need  not  be  troubled  if  yo\i  have  to  go  to  some 
small  college  instead  of  to  Cornell,  Harvard  or  Co- 
lumbia. 

At  Cornell  University  the  course  in  electrical  en- 
gineering for  the  first  three  years  is  identical  with 
that  in  mechanical  engineering.  It  is  expressly 
stated  that  **  none  should  apply  for  it  unless  strong 
in  both  mathematics,  pure  and  applied,  and  in  phys- 
ics." It  is  fair  to  say  that  physics  is  really  lit- 
tle more  than  applied  mathematics.  After  three 
years'  study  in  such  branches  as  chemistry,  physics, 
mathematics,  work  in  the  machine-shop  and  in  the 
physical  laboratory,  a  portion  of  the  work  of  the  con- 
cluding year  is  devoted  to  electrical  engineering, 
tests  of  efficiency  of  dynamos  and  motors,  photom- 
etry, and  tests  of  telegraphic  instruments,  lines  and 
cables.  This  does  not  suggest  any  great  amount  of 
work  in  electricity,  pure  and  simple. 

The  mere  summary  of  the  electrical  apparatus  of 
Cornell  University  would  fill  a  number  of  these  pages, 
it  is  so  extensive.  Dynamos,  motors,  storage  batter- 
ies, lamps,  measuring  instruments,  authorized  cop- 
ies of  standards,  are  there  in  great  variety  and  pro- 
fusion. A  competent  man  could  spend  many  months 
in  interesting  work  under  the  facilities  such  a  plant 
provides.  Yet  the  under-graduate  will  find  that  his 
part  among  all  these  riches  will  be  a  comparatively 
small  one,  for  his  operations  can  be  conducted  with 
simpler  g.ppliances  and  without  any  reference  to  the 
prize  pieces  of  the  great  collection. 
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If  circumstances  prevent  you  from  entering  one  of 
the  great  universities,  console  yourself  with  the  feel- 
ing that  nothing  is  more  mortifying  than  to  spend 
four  years  at  a  university  and  on  graduation  to  find 
no  place  open  for  you.  The  long  struggle  which  the 
self-made  electrical  engineer  may  go  through  will  be- 
gin earlier,  and,  it  is  to  be  hoped,  will  be  sooner  over. 
All  of  which  is  some  comfort  for  the  army  of  eager 
workers  who,  with  insufficient  means,  insufficient  fa- 
cilities and  insufficient  education,  are  striving  for 
the  goal  in  competition  with  the  sons  of  the  rich, 
who  are  educated  up  to  the  highest  pitch,  provided 
they  do  not  expend  their  talents  on  cribbing  their 
way  through  college. 
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CHAPTER  XI. 

Steam  Engineering. 
wasted    powers    of    nature — wastefulness    of 

coal — poor  economy  of   the  steam-engine 

coal    consumption     of    a     station unfair 

records errors  in   statements — fads en- 
gines  of   different    types revolutions  in 

ENGINEERING — STEAM    ENGINEERING     A     SPECIAL 
STUDY. 

Steam  engineering  is  the  epitome  of  the  station  en- 
gineer's acquirements.  If  he  is  only  a  first-class  steam 
engineer,  and  there  are  comparatively  few  of  them, 
he  is  nine-tenths  qualified  to  conduct  a  station. 
There  is  nowhere  to  be  found,  except  on  steamships 
or  in  cable  traction  plants,  an  instance  where  steam 
and  heat  play  a  more  important  part  than  in  an 
electric  power  or  light  generating  plant. 

For,  unfortunately,  we  still  have  to  see  the  force 
of  gravity  actuating  millions  of  horse-power  of  poten- 
tial energy  upon  this  earth  every  twenty-four  hours 
without  our  utilizing  any  of  it  directly, — we  know  that 
the  thermic  conditions  of  the  natural  world  bring 
about  kinetic  energy  which,  utilized,  could   sweep 
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the  steam-engine  out  of  existence,  when  we  realize 
that  the  succession  of  night  and  day  or  of  summer 
and  winter  are  sources  of  energy  before  which  the 
coal-mines  of  the  earth  fade  into  insignificance, — 
we  know  that  it  is  conceivable  that  the  difference 
in  velocity  of  the  earth's  equatorial  and  polar  regions 
may  be  utilized  by  succeeding  generations  to  do  their 
work.  But  we  have  to  be  content  with  knowing  that 
our  forefathers  proportionately  used  the  tides  and  the 
winds  to  a  much  greater  extent  than  we  do,  and, 
bowing  to  our  destiny,  we  dig  up  coal  and  place  it  on 
the  surface  of  the  earth  at  after  all  a  very  cheap  rate, 
pulverize  and  screen  out  of  it,  and  so  waste,  a  great 
proportion,  and  then  by  rail  and  vessel  send  what  is  left 
hundreds  and  thousands  of  miles  at  great  expense,  to 
be  burned  up  under  a  boiler,  and  to  have  utilized,  per- 
haps, one  per  cent.,  or,  by  a  great  triumph  of  engineer- 
ing, as  much  as  ten  per  cent,  of  its  energy  Then 
when  the  energy  which  its  carbon  represents  in  be- 
ing uncombined  with  oxygen  is  gone,  and  it  is  burned, 
we  find  plant  life  undoing  our  wasteful  work  and 
gradually  separating  the  carbon  and  oxygen  again. 
But  this  separation  is  so  slow  that,  as  far  as  econom- 
ics are  concerned,  it  might  almost  as  well  not  take 
place  at  all.  For  our  healths  this  separation  may  be 
very  important — it  is  hard  to  say  how  much  or  how 
little. 

The  steam-engine  is  a  dreadfully  crude  affair.  Every 
electrician  gloats  over  his  dynamos  and  motors  with 
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returns  of  ninety  per  cent,  and  upwards.  He  is 
troubled  by  no  second  law  of  thermo-dynamics,  ex- 
cept for  thermopiles,  which  are  accordingly  rejected 
in  practice.  All  is  clear  sailing  for  him,  except  that, 
having  built  a  dynamo  of  ninety- eight  per  cent,  effi- 
ciency, he  has  at  one  fell  swoop  to  lose  ninety  per  cent, 
of  its  efficiency,  because  he  has  to  turn  the  armature, 
and  a  steam-engine  is  the  most  generally  available 
means  for  doing  this.  The  steam-engine  undoes  his 
economies. 

Everything  in  a  station  hinges  on  consumption  of 
coal.  It  is  a  question,  as  already  intimated,  of  how 
many  pounds  of  coal  per  hoilr  must  be  burned  to 
keep  a  little  filament  of  carbon  at  a  white  heat. 
Sixty  inches  of  such  filament  gives  a  rough  gauge  of 
a  horse-power.  It  will  make  a  great  difference  in  div- 
idends if  one  and  a  half  pounds  do  it,  or  if  ten  pounds 
have  to  be  burned  each  hour  to  keep  up  the  supply 
of  energy  for  these  few  inches  of  ignited  carbon 
filament. 

Considering  then  the  station  as  a  contrivance  for 
converting  chemical  potential  energy  into  electric 
kinetic  energy,  its  successful  running  consists  merely 
in  developing  the  highest  possible  efficiency  in  the 
conversion.  Unfortunately  the  conversion  involves 
a  number  of  steps,  each  one  with  its  own  loss,  so  that 
a  very  small  amount  indeed  of  the  total  chemical  en- 
ergy is  utilized.  It  does  seem  a  pity  that  after  coal 
has  been  mined  and   transported   hundreds  of  miles 
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we  only  get,  as  just  said,  a  few  per  cent,  of  its  poten- 
tial good  out  of  it.  So,  if  you  have  to  run  a  station, 
concentrate  your  ideas  on  real  economy.  Figure  out 
every  day  the  efficiency  in  practical  engineering 
units  of  each  of  the  appliances  from  boiler  to  dynamo, 
and  thus  keep  a  watch  over  the  whole.  A  waste 
located  is  half-cured. 

Real  economy  is  the  goal,  not  book-keeping  econ- 
omy. By  proper  or  rather  improper  systems  of  rec- 
ords the  books  can  be  made  to  show  much  higher 
figures  than  are  actually  obtained.  Thus  suppose  a 
superintendent  is  proud  of  his  boilers.  He  weighs 
the  coal,  weighs  the  ashes,  and  measures  the  water. 
The  weight  of  the  ashes  is  subtracted  from  the  coal. 
But  as  the  ashes  are  raked  out  wet  from  the  ash-pans 
and  are  weighed  wet,  the  coal  is  favored  to  the  ex- 
tent of  the  water.  The  latter  of  course  figures  as 
ashes,  and  is  subtracted  along  with  the  weight  of  the 
true  ashes  from  the  coal  to  get  the  carbon. 

This  is  a  small  matter,  but  it  is  an  error  ;  it  favors 
the  boilers,  and,  in  conjunction  with  the  system  of  wet 
ash-pans,  it  accumulates  error.  All  the  water  evapo- 
rated in  the  ash-pans  is  uselessly  evaporated;  all  re- 
moved with  the  ashes  is  wasted, — and  on  the  books 
all  this  may  be  credited  to  the  work  of  the  boiler. 

A  chemical  determination  is  executed  sometimes 
within  a  few  hundredths  of  one  per  cent.  One-tenth 
of  a  per  cent,  is  good  work.  One-tenth  of  a  per  cent, 
of  a  ton  of  coal  is  2J  lbs.  about.     Far  more  than 
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that  amount  may  be  weighed  with  the  ashes  of  a  ton 
of  coal.  A  station  constructed  for  accurate  working 
should  not  be  subject  to  such  errors  as  this,  and  the 
carbon  burned  should  be  known  within  a  fraction  of 
a  per  cent. 

The  above  is  only  given  as  an  example  of  how  an 
error  may  creep  in.  An  obvious  way  to  correct  it 
would  be  to  make  an  allowance  for  the  water  ab- 
sorbed by  the  ashes.  This  could  be  determined  accu- 
rately on  a  sample  every  now  and  then,  and  the  tare 
thus  obtained  could  be  employed  for  a  month  at  a 
time.  The  error  is  also  an  example  of  a  temptation, 
for  it  increases  the  recorded  efficiency  of  the  boiJers. 
It  is  an  example  of  "doctoring"  the  record.  Ix  a 
chemist  works  to  within  a  fraction  of  a  per  cent., 
using  only  a  gram  of  substance,  an  equal  accuracy  at 
least  should  be  obtained  where  hundreds  of  tons  are 
operated  on. 

There  are  fads  in  everything,  and  if  a  superintend- 
ent's fad  applies  to  the  engines,  the  above  "doctoring" 
will  probably  not  please  him.  It  will  be  against 
the  engines.  This  suggests  another  reason  why  the 
utmost  accuracy  should  be  adhered  to.  An  unfair 
figure  in  favor  of  one  step  tells  against  the  other 
steps,  and  is  robbing  Peter  to  pay  Paul. 

Do  not,  therefore,  yield  to  fads.  Faith  need  not  be 
placed  in  a  single  kind  of  boiler,  when  there  are  pos- 
sibly others  as  good  or  better.  Do  not  acquire  the 
idea  that  only  one  kind  of  high-speed  engine  will  run 
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a  dynamo  rightly,  when  in  a  neighboring  city  some 
other  plant  may  be  doing  better  work  with  a  low-speed 
engine  than  you  can  do  with  a  high-speed  one. 

One  very  common  infirmity  of  engineers  is  connect- 
ed with  compound,  triple  and  quadruple  expansion 
engines.  They  are  apt  to  imagine  that  the  ne  plus 
ultra  of  economy  inheres  in  some  one  of  these  types 
of  engines.  Yet  it  is  hardly  going  too  far  to  say  that 
nine  out  of  ten  engineers  would  be  unable  to  say  why 
a  compound  engine  is  more  economical  than  a  single 
one. 

It  is  therefore  dangerous  to  allow  one's  self  to  be 
carried  away  by  overenthusiasm.  Revolutionary 
devices  in  engineering  are  not  frequent.  One  is 
fortunate  and  probably  long-lived  who  sees  the  ad- 
vent and  success  of  a  single  great  improvement 
which  is  itself  destined  to  endure.  The  present 
generation  has  seen  revolutions  brought  about  by 
electricity,  but  the  reference  is  to  engineering  in 
general — not  to  the  Jin  de  siecle  miracle  which  elec- 
tricity has  shown  itself.  A  revolution  is  to  be  looked 
for  any  time  from  its  more  extended  applications. 

You  must  make  steam  engineering  a  very  special 
study.  Carnot's  cycle,  the  Carnot  diagram,  the  laws 
of  thermo-dynamics,  the  laws  affecting  the  econom- 
ical expansion  of  steam  in  an  engine  cylinder  must 
be  familiar.  From  these  more  basic  subjects  the 
descent  must  be  made  to  subjects  of  minor  significance 
yet  of  no  less  importance.     These  affect  the  motion 
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of  steam  in  pipes,  the  loss  in  its  energy  due  to 
cooling  in  such  pipes,  the  evils  of  throttling,  the  proper 
use  of  lubricants,  even  the  proper  packing  of  a  steam- 
engine  is  a  subject  to  be  studied.  Sometimes  with 
hammer  and  a  calking-iron,  perhaps  with  an  old 
cold  chisel,  or,  if  mercifully  disposed,  with  a  stick  of 
wood  an  engineer  will  jam  packing  into  a  stuffing- 
box  on  a  cylinder  head,  and  will  then  with  spanner 
set  up  the  gland  in  the  effort  to  get  the  place  steam- 
tight.  Before  he  stops  he  is  sure  to  get  it  very  tight 
indeed,  in  one  sense — tight  for  the  piston-rod,  which 
has  to  fly  in  and  out  many  times  a  minute.  Power 
is  wasted  in  such  practices.  Energy  is  required  to 
overcome  the  friction  incident  to  such  packing. 
After  a  while  the  piston-rod  perhaps  begins  to  score, 
and  then  the  packing  is  harder  to  manage  than  ever. 
So  all  through  the  list  there  are  endless  details  to 
be  understood.  Many  will  be  acquired  by  observa- 
tion. Never  go  through  an  engineering  establish- 
ment without  learning  something  new.  It  may  only 
be  the  way  of  lining  up  an  engine,  or  some  trick  in 
connection  with  the  journal  boxes,  or  crank-pin  lu- 
brication,— whatever  it  is,  it  is  worth  learning,  if  only 
for  comparison.  A  good  observer  has  great  advan- 
tages in  acquiring  information  in  this  way. 
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CHAPTER  XII. 

The  Manufacturing  Engineer. 

different   work     done    in    factories dynamo 

and  motor  building — improvements  in  de- 
sign— faults  of  cheap  motors — improving 
the  magnetic  circuit — small  factories — 
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The  construction  of  machinery  is  one  branch  of 
electrical  engineering.  From  the  great  factory  where 
generators  of  hundreds  of  kilowatts  capacity  are 
turned  out  day  after  day  to  the  one  or  two  room 
work-shops  where  a  few  men  find  occupation 
in  manufacturing  condensers  or  some  similar  ap- 
pliance— from  the  telegraph  instrument  makers' 
where  little  bits  of  brass  and  steel  are  worked 
up  by  the  thousands  into  keys,  sounders  and 
switches  to  the  model  maker  who  busies  himself  with 
special  apparatus  only — from  one  extreme  to  the 
other  a  very  wide  and  diversified  field  is  passed  over. 
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Thus  when  we  speak  of  an  electrician  manufacturing 
electrical  machinery  we  may  refer  to  the  superintend- 
ent of  a  factory,  to  the  foreman  of  a  room  or  depart- 
ment in  a  factory,  or  to  some  one  who,  depending 
on  himself  alone,  is  slowly  building  up  a  business  on 
an  independent  basis.  The  separate  branches  of 
this  part  of  the  profession  are  as  different  as  separate 
manufacturing  industries.  In  one  case  castings 
of  one  to  twenty  tons  will  be  in  question,  where 
large  dynamos  have  to  be  made.  In  the  other  case 
the  brass  parts  of  telegraph  sounders,  and  the  cores 
of  sounders  and  of  relay  magnets  may  be  among  the 
largest  pieces  produced.  The  manufacturer  of  con- 
densers handles  tinfoil,  paper,  mica  and  paraffine ; 
the  maker  of  storage  batteries  uses  lead,  lead-oxides 
and  glass  or  rubber  cells.  It  would  seem  as  though 
any  one  could  find  something  adapted  to  his  scope 
in  such  a  variety. 

Perhaps  the  manufacture  of  dynamos  and  motors  is 
the  branch  that  appeals  most  strongly  to  the  younger 
electricians.  There  is  something  attractive  in  the 
idea  of  supplying  the  great  engines  of  electricity,  of 
being  in  the  fullest  sense  an  electrical  engineer,  in 
dealing  with  the  machines  which  have  created  the 
electricity  of  the  present  day.  They  are  the  subjects 
of  calculations  which  have  great  interest,  as  involv- 
ing the  application  of  lines  of  force,  reluctance  of  ma- 
terials and  distribution  of  core  and  pole  pieces.  The 
symmetry  of  the  field  depending  on  the  shape  of  the 
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pole-pieces  and  affecting  the  action  of  the  armature, 
the  work  of  the  latter  is  changed  by  adding  to  or  taking 
from  the  different  parts  of  the  poles.  There  is  some- 
thing fascinating  in  the  idea  of  changing  the  action  of 
an  armature  by  simply  varying  the  shape  of  the  appar- 
ently inert  and  actually  motionless  castings  or  forg- 
ings  which  conduct  or  regulate  the  distribution  of 
the  lines  of  force. 

Magnetic  leakage  and  its  prevention  appeal  also  to 
the  mind  of  the  electrical  constructor.  The  ideal 
dynamo  field,  where  the  aerial  lines  of  force  all  go 
straight  across  the  air-gaps,  and  where  one-half  of 
the  energy  given  to  the  field  is  not  uselessly  expended 
in  maintaining  lines  of  force  arching  about  in  curves 
as  pretty  as  useless, — this  ideal  is  a  sort  of  flying 
Dutchman  which  never  can  be  caught,  but  which  still 
tempts  pursuit,  though  we  know  it  to  be  hopeless. 
But  when  the  cheaper  type  of  motors  with  long  slim 
field  cores  and  attenuated  pole-pieces  made  of  the 
poorest  quality  of  chilled  castings  are  inspected, 
there  seems  plenty  of  room  for  improvement  in  de- 
sign. For  it  is  as  easy  to  design  a  small  dynamo 
correctly  as  it  is  to  design  a  large  one  ;  and  if  one  is 
making  even  toy  motors  for  boys,  it  seems  a  pity  to 
design  them  so  badly  that  half  the  energy  goes  to  the 
field,  and  that  most  of  what  gets  there  is  absolutely 
wasted.  Thin  cores  of  iron  of  low  permeability  have 
much  to  do  with  the  sins  of  dynamos  and  motors. 

Sylvanus  P.  Thompson  is  emphatic  in  his  affirmation 
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of  the  merits  of  what  he  calls  a  stumpy  electro-mag- 
net. His  very  interesting  account  of  the  different 
shapes  which  investigators  have  given  magnets  is 
worthy  of  recommendation  to  the  young  engineer. 
Many  of  the  attempts  which  have  been  made  to  do 
away  with  the  air-gap  and  copper-gap  reluctance 
do  not  seem  to  have  been  based  on  the  right  prem- 
ises. It  certainly  seems  as  if  occupation  for  investi- 
gators could  be  found  in  improving  the  magnetic 
circuit  of  dynamos  and  motors.  The  return  of  energy 
is  now  very  satisfactory,  and  as  reduction  of  leakage 
does  not  imply  a  very  great  increase  in  efficiency, 
there  is  not  room  for  much  of  improvement  in  this 
direction.  But  what  a  reduction  of  leakage  does 
imply  is  a  reduction  in  size,  a  saving  in  weight  and 
in  cost  of  metal,  an  increase  in  convenience,  such  as 
freedom  from  liability  to  magnetize  watches,  and  a 
more  accurate  working  as  a  larger  percentage  of  the 
field  would  be  utilized,  so  that  regulation  would  be 
regulation  of  a  larger  proportion  of  efficient  lines  of 
force  and  of  a  less  proportion  of  waste  lines. 

All  this  is  a  suggestion  of  work  which  might  be 
studied  in  the  factory. 

Again  a  small  business  can  perhaps  be  built  up 
on  dynamos  and  motors,  which  business  may  be 
trusted  in  time  to  grow  to  large  proportions.  There 
is  no  need  of  starting  a  foundry — ^the  castings  can  be 
made  at  a  few  cents  a  pound  by  the  regular  founder. 
A  pattern  shop  is  not  even  necessary  ;  the  work  can 
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be  drawn  and  sent  to  the  pattern  maker.  The  winding 
of  the  cores  and  armatures  can  be  done  very  well  in 
a  small  shop,  the  shape  of  cores  and  distribution  of 
material  can  be  well  worked  out  at  the  drawing- 
board,  and  personal  work  upon  the  machines  will 
give  great  scope  for  ingenuity  in  providing  for 
details  of  construction.  Little  capital  is  needed,  and 
if  customers  can  be  found  a  living  can  be  made. 
This,  however,  is  a  very  important  "  if."  It  is  a  word 
which  has  a  way  of  taking  the  beauty  out  of  many  a 
project. 

In  this  line  of  manufacture  you  have  to  compete 
with  cheap  motors  of  perhaps  five  per  cent,  efficiency 
and  with  high-class  motors  and  dynamos  of  ninety- 
five  per  cent,  efficiency.  It  is  easy  to  improve  on  the 
first  :  there  is  little  chance  of  improving  on  the  lat- 
ter. It  follows  that  if  any  young  man  believes  that 
he  is  going  to  make  a  field  magnet  core  which  will 
revolutionize  dynamo  building,  he  is  in  all  probability 
going  to  be  disappointed;  a  thing  very  good  for  the 
moral  system,  but  rather  a  bitter  tonic  in  some  cases. 

One  aggravation  about  the  business  is  that  the  best 
efforts  at  the  production  of  high-grade  machinery 
may  be  nullified  by  the  use  made  of  the  product. 
Poor  connections,  improper  use  of  rheostats,  wrong 
speed  of  runnmg  and  other  mistakes  and  mishaps 
may  cause  the  best  dynamo  to  give  a  very  poor  rec- 
ord. The  business  of  making  large  dynamos  has, 
however,  reached  very  high  perfection.     The  days 
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of  multiple  cores,  involving  wasted  copper  and  use- 
lessly absorbed  energy,  have  gone  by.  Permeance 
and  reluctance  mean  as  much  to  the  dynamo  builder 
as  do  conductance  and  resistance  to  the  working  elec- 
trician. Ideas  have  become  greatly  clarified  in  the 
last  few  years. 

It  is  easy  to  see  that  the  dynamo  builder  is  in  pos- 
session of  one  of  the  most  interesting  fields  of  work. 
It  is  one  which  seems  to  afford  a  chance  for  the  be- 
ginner in  business.  It  is  one  which  gives  temptation 
for  experimentation,  temptation  which  may  often  lead 
to  fruitless  work,  the  reason  of  which  is  that  the  best 
electricians  of  the  world  have  been  giving  attention 
to  dynamo  design. 

An  electrician  may  do  other  things  than  experi- 
ment in  dynamo  design  and  calculations.  There  is 
much  to  be  done  in  the  conveyance  of  heavy  currents, 
in  providing  insulation  for  heavy  conductors,  and  in 
solving  the  problems  of  constructions  for  outdoor 
work,  such  as  the  prevention  of  leakage  on  a  long 
trolley  circuit ;  these  and  similar  things  are  problems 
which  verge  upon  another  branch  of  the  profession, 
but  the  factory  has  to  supply  the  parts  for  carrying 
out  the  requirements.  New  problems  are  constantly 
coming  up,  and  quantities  of  old  ones  are  un- 
solved. A  small  low-speed  motor  of  any  reasonable 
efficiency,  gearing  that  will  stand  the  wear  of  reduc« 
ing  2000  revolutions  per  minute  to  a  hundred  or  less, 
— such  are  examples  of  the  old-time  problems  on 
which  work  may  still  be  done. 
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The  subject  of  electric  meters  is  an  attractive  one. 
Much  as  people  have  complained  of  the  gas-meter, 
they  have  more  reason  to  complain  of  the  ampere- 
meters supplied  for  metering  electric  energy.  These 
are  based  on  a  constant  voltage.  But  the  fall  of  a 
single  volt  of  potential  brings  about  a  directly  meas- 
urable decrease  in  energy,  of  which  the  meter  takes 
only  indirect  account.  The  fall,  however,  involves 
much  more  than  the  percentage  of  watts  due  to  the 
difference  between  no  and  109  volts,  for  it  makes  all 
the  lamps  burn  at  less  than  their  proper  candle- 
power.  The  customer  is  buying  light,  and  he  suffers 
an  injustice  if  he  is  required  to  pay  for  energy  that 
gives  an  imperfect  rendering  of  light.  He  cares 
nothing  for  obscure  energy.  Yet,  as  far  as  his  meter 
is  concerned,  it  would  go  on  metering  energy  to  the 
debtor  side  of  his  account  if  the  voltage  fell  to  100 
and  lamps  were  turned  on  in  vain  hopes  of  getting 
some  light,  they  remaining  black  while  using  energy. 

The  system  of  metering  electric  energy  seems 
open  to  improvement.  The  best  minds  in  the  pro- 
fession have  not  succeeded  in  evolving  a  perfect 
meter.  In  a  constant  potential  system  the  factory 
itself,  in  maintaining  the  voltage,  is  a  portion  of  the 
meter.  Like  improvements  in  all  branches  of  elec- 
tricity, it  is  hard  to  improve  the  existing  appliances 
for  measuring  the  article  supplied.  But  a  true  en- 
ergy meter,  or  a  meter  that  would  automatically  cease 
recording  as  the  voltage  fell  below  a  certain  minimum, 
would  seem  a  desirable  thing. 
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There  is  another  good  feature  connected  with  a 
factory.  It  is  the  possibility  of  expansion  and  of  de- 
velopment of  new  lines  of  work.  A  small  works 
building  a  few  dynamos  may  expand  and  supply 
lamps  and  full  lighting  plants.  It  may  branch  out 
into  telegraphic  instruments  or  storage  batteries. 

An  electric  light  and  power  station  in  the  normal 
state  of  things  grows,  but  its  growth  is  mere  expan- 
sion without  the  branching  out  into  new  lines.  A 
very  large  and  a  very  small  plant  are  the  same  thing 
except  in  size.  The  same  qualities  and  capacity  of 
engineer  are  required  in  both  large  and  small  sta- 
tions, but  the  electric  factory  brings  in  everything. 
The  glass-blower's  art  and  the  chemist's  profession 
join  with  the  machinist's  trade  in  its  productions.  A 
bright,  well-educated  electrician  will  find  a  manufac- 
turing establishment  where  electric  goods  are  made  a 
most  congenial  field  of  work. 

Materials  have  to  be  tested.  A  knowledge  of  the 
resistance  of  insulators,  their  dielectric  capacity,  the 
qualities  of  copper  as  a  conductor,  and  of  iron  as  the 
material  of  a  magnet-core,  or  transformer-core,  is  of 
the  utmost  importance  to  the  constructor.  Every 
sample  differs  from  others  of  the  same  material.  The 
figures  of  the  books  for  constants  of  copper,  German 
silver,  iron  and  other  materials  are  but  approxima- 
tions. The  rightly  ordered  factory  will  be  constantly 
in  need  of  new  determinations.  The  testing  electri- 
cian may  find  opportunities  for  good  work  without 
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ever  leaving  the  laboratory.  He  may  have  much 
to  do  in  determining  what  material  should  be  used  in 
dynamos,  and  in  so  doing  he  determines  their  good 
or  bad  qualities. 

Laboratory  work  plays  so  important  a  role  in 
many  factories  that  the  necessity  which  exists  for 
an  engineer  to  be  familiar  with  electrical  tests  of 
all  kinds  is  obvious. 

This  may  read  as  if  factory  work  was  the  best  field. 
But  there  is  no  best.  Simply  pointing  out  the 
features  of  each  branch  of  the  profession  and  ventur- 
ing to  show  that  there  are  lines  of  investigation  and 
improvement  well  worth  following  up,  pointing  out 
these  things  in  order  to  inculcate  the  wisdom  of  be- 
ing on  the  lookout  for  chances  to  improve,  this  does 
not  imply  that  the  electrical  manufacturer  is  higher  in 
the  profession  than  the  outside  engineer  who  erects 
factories  and  railroads  and  puts  up  plants  of  all  de- 
scriptions. All  kinds  of  work  are  attractive  and 
interesting,  and  we  can  but  hope  to  present  the  best 
side  of  each  kind  of  electrical  work,  with  some 
glimpses  of  the  worst  side. 
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One  branch  of  the  engineer's  art  consists  in  the 
erection  of  electric  plants.  Such  may  be  power  or 
light  plants,  including  the  central  station  where  the 
electric  energy  is  generated,  and  the  distributing 
system  in  use  outdoors  and  in  the  houses  of  custom- 
ers. Trolley  work,  underground  conduit  and  cable 
work  also  come  under  this  head. 

The  thorough  engineer  should  be  able  to  design 
and  lay  out  all  of  the  plant  which  he  is  concerned 
with.  This  includes  the  buildings  and  roofs  as  well 
as  the  counter-shafting  and  machinery.  The  old- 
fashioned  engineer  in  other  departments  did  all  such 
work  in  the  days  when  electricity  was  unknown. 
But  now  the  great  contracting  establishments  take 
this  off  one's  hands,  and  bids  can  be  asked  for  the 
whole  establishment,  from  foundation  to  roof-truss, 
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from  steam-gauge  to  dynamo.  A  man  who  lazily 
sits  at  a  desk  and  dictates  letters  asking  for  bids,  who 
opens  the  same  and  selects  the  lowest,  and  then 
abandons  the  site  to  the  operations  of  contractors, 
will  call  himself  an  engineer,  although  ignorant  of 
the  relative  degrees  of  difficulty  involved  in  the  con- 
struction of  a  one-faced  or  two-faced  brick  wall,  and 
perhaps  unable  to  appreciate  the  true  intricacies  of 
an  eight-inch  wall  pointed  on  both  sides. 

If  you  call  yourself  an  engineer,  be  one.  If  you 
are  to  attend  to  the  erection  of  generating  stations, 
try  to  know  something  of  stone-work,  of  brick-laying 
and  of  carpentry.  Remember  that  a  contractor  does 
nothing  for  fun  and  little  for  glory.  Duty  to  your 
employers  exacts  close  watch  of  their  operations  on 
your  part. 

But  one  may  claim  to  be  an  electrical  engineer 
only  and  not  a  civil  engineer.  But  civil  or  uncivil, 
an  electrical  engineer,  without  any  assumption  of  uni- 
versal knowledge,  may  have  common-sense  enough 
to  know  how  buildings  are  constructed,  to  know 
that  a  wall  should  be  plumb,  to  know  that 
thin  mortar  joints  look  better  and  are  better  than 
thick  ones.  If  Portland  cement  is  prescribed,  he  can 
readily  rig  up  a  simple  machine  for  testing  the 
strength  of  briquettes.  If  he  has  followed  the  sug- 
gestions contained  in  this  work,  his  education  will 
have  carried  him  far  enough  to  enable  him  to  do  this 
much  and  more  without  any  very  prolonged  study. 
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But  do  not  let  him  fall  into  the  error  of  suppos- 
ing himself  to  be  a  universal  genius.  A  man  cannot 
have  a  profound  knowledge  of  everything  in  this  pro- 
fession. So  an  engineer  is  perfectly  justified  in  call- 
ing in  expert  assistance  in  superintending  important 
work.  Special  inspectors  may  justly  be  required  by 
him  for  the  protection  of  his  company. 

When  the  plans  for  the  building  are  in  question, 
including  the  location  of  engines  and  dynamos,  the 
arrangement  of  counter-shafts  and  situation  of  the 
boilers,  it  would  be  well  to  examine  other  electric  sta- 
tions, so  as  to  get  hints  as  to  disposition  of  parts  from 
them.  An  electric  power  station  is  but  a  giant  coal- 
consuming  agency,  the  potential  chemical  energy  of 
the  coal  and  oxygen  of  the  air  being  converted  into 
the  kinetic  energy  of  heat  and  that  into  the  mechan- 
ical energy  of  the  engines.  This  in  its  turn  develops 
the  electric  energy  to  be  sent  over  the  mains  and 
wires  of  the  distributing  system. 

The  plant  is  to  be  considered  a  unit.  It  is  one 
thing — an  entity  devoted  to  one  single  purpose,  the 
absorption  of  the  potential  energy  of  separate  carbon 
and  oxygen  and  the  production  of  kinetic  electric 
energy.  This  operation  has  to  go  on  day  and  night 
under  accurate  superintendence.  The  superintend- 
ence in  question  is  to  go  to  secure  the  saving  of 
every  pound  of  coal  and  of  every  day's  labor  possi- 
ble, which  exacts  a  distribution  of  parts  conducive 
to  such  ends.    The  works  must  be  systematically 
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arranged  so  that  everything  can  be  done  as  cheaply 
as  possible,  and  so  that  complete  oversight  of  all 
operations  shall  be  easy. 

For  the  sake  of  economy  the  most  advanced  type 
of  boilers  and  engines  must  be  chosen.  The  second 
law  of  thermo-dynamics  is  not  being  precisely  beaten, 
but  is  being  robbed  of  part  of  its  terrors  by  the  use 
of  very  high-pressure  steam  worked  to  great  expan- 
sion. Exhaust  steam  might  theoretically  be  far  be- 
low the  temperature  of  boiling  water.  The  great 
trans-Atlantic  steamships  are  models  in  this  respect. 
If  a  table  of  data  of  ocean  greyhounds  for  the  last 
ten  years  is  inspected,  the  rapid  rise  in  steam  pressures 
employed  will  appear  remarkable.  To  accommodate 
the  expansion  several  successive  cylinders  are  em- 
ployed. This  prevents  too  great  condensation  of 
water  in  any  one  cylinder.  In  the  electric  light  sta- 
tion great  thought  and  care  should  be  devoted  to 
getting  good  engines.  A  ship  at  sea  in  a  gale,  tumb- 
ling and  rolling  about  as  if  ready  to  go  to  pieces, 
should  not  be  able  to  give  a  modern  electric  gener- 
ating station  any  points  on  economy  of  steam  gener- 
ation.    Yet  it  is  to  be  feared  that  it  sometimes  can. 

The  engines  must  be  a  subject  of  consideration. 
A  fad  for  high-speed  engines,  a  fancy  for  an  engine 
of  fewest  parts,  an  idea  that  it  is  a  great  thing  to 
cast  cylinder-head  and  bed-plate  in  one  piece,  should 
not  be  the  controlling  motives  in  buying  them. 
There  are  important  generalities  that  apply  to  all 
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engines,  and  these  the  engineer  should  take  cogni- 
zance of.  A  cylinder  exposed,  unlagged,  to  the  air, 
steam-pipes  which  wire-draw  the  steam,  and  cause  a 
good  part  of  its  energy  to  be  expended  before  it 
reaches  the  throttle-valve,  a  tightly  packed  stuffing- 
box  through  which  the  steam  has  to  force  the  reluc- 
tant piston-rod,  a  setting  of  the  valves  which  cushions 
the  piston  inordinately, — these  and  many  other  de- 
fects have  to  be  guarded  against. 

The  erecting  engineer  may  have  at  his  service  the 
best  dynamos  and  boilers,  and  all  maybe  spoiled  by  a 
bad  engine.  If  the  latter  is  also  of  the  best  quality, 
bad  piping  and  other  defective  features  may  spoil  its 
efficiency. 

In  the  steam  generating  part  of  the  plant,  the  boiler- 
room,  there  is  room  for  engineering.  A  hot  fire-box 
and  a  cold  chimney  are  the  first  signs  of  efficiency  there. 
This  efficiency  the  boilers  may  give,  and  yet  it  all 
maybe  lost.  Want  of  adequate  protection  of  the 
boiler  from  loss  of  heat  may  destroy  entirely  the 
furnace  economy.  Good  setting  of  the  boilers  and 
proper  protection  against  loss  of  heat  by  radiation 
are  of  the  greatest  importance. 

The  advanced  system  of  running  plants  is  to  weigh 
the  coal,  weigh  the  ashes,  and  weigh  or  measure  the 
water.  The  arrangement  of  the  boiler  plant  must 
favor  the  easy  carrying  out  of  these  operations.  If 
anything  has  to  be  hoisted,  ashes  will  be  cheaper  to 
hoist  than  coal.     Throughout  there  is  room  for  com- 
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mon-sense.  The  books  may  disclose  the  accepted 
sizes  of  pipes  ;  your  plan  will  be  an  improvement 
on  this  if  you  will  use  pipes  of  twice  the  sectional 
area.  But  if  you  do  not  protect  your  pipes  by 
non-conducting  covers,  the  large  pipes,  on  account 
of  their  larger  cooling  service,  may  be  worse  than  the 
small  ones. 

In  all  the  arrangement  of  details  and  planning  of 
the  works  a  good  strong  judgment  will  do  wonders. 
The  effect  of  all  your  good  work  will  be  possibly 
quite  perceptible,  but  here,  as  in  all  engineering,  it  is 
very  hard  to  make  much  of  an  advance  on  the  work 
of  your  predecessors.  A  great  deal  of  thought  and 
of  expense  may  be  involved  in  some  of  your  new 
ideas,  and  so  meager  a  result  obtained,  as  not  to  jus- 
tify you  in  carrying  them  out.  It  is  wonderful  how 
well  an  idea  may  appear  on  paper  and  how  poorly  it 
may  work  out  in  practice. 
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CHAPTER    XIV. 

The  Station  Engineer. 

the  qualities  required — dealing  with  mankind 
— the  public — complaints — importance  of 
courtesy  —  skilled     workmen  —  promotion 

from    the    ranks — station     economy the 

president — executive  ability  —  dependence 
on  the  factory. 

An  engineer  may  have  the  good  fortune  to  be  en- 
gaged in  the  erection  of  a  plant  which  he  is  to  run. 
Then  he  can  arrange  every  detail  to  suit  his  own 
ideas  with  the  certainty  that  he  is  working  for  an  ap- 
preciative audience.  But  often  the  engineer  who  is 
to  conduct  and  superintend  the  operations  of  a  plant 
has  to  possess  a  different  range  of  qualities  than 
those  possessed  by  a  constructor.  Often,  as 
has  been  said,  an  engineer  will  be  the  nominal 
erector  of  a  plant,  while  it  will  have  been  really  due 
to  the  contractors,  and  after  they  are  through  he  will 
receive  the  plant  and  proceed  to  get  it  into  regular 
operation.  Some  of  the  qualities  which  the  station 
engineer  requires  are  touched  on  elsewhere. 

He  is  a  manager  of  men  ;  he  not  only  has  to  man- 
age workmen  of  the  laboring  and  of  the  technical 
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classes,  but  he  also  has  a  more  or  less  direct  inter- 
course with  the  public.  The  public,  as  the  customers  of 
the  company,  are  served  by  him,  and  their  complaints 
sooner  or  later  reach  him.  If  an  electric  light  and 
power  station  is  in  his  charge  and  the  voltage  falls  a 
little,  he  is  robbing  the  customers  of  an  immense 
total  of  light,  and  will  be  apt  to  hear  from  them  very 
soon.  A  variation  of  speed  in  the  engines  will  be  re- 
flected over  the  entire  area  of  the  district  in  a  fluctu- 
ation of  the  lights. 

The  public  may  never  know  the  engineer,  but  they 
will  know  where  the  office  of  the  company  is,  and 
thither  they  will  wend  their  way  with  complaints  or 
will  write  in  case  of  trouble.  These  complaints  will 
be  passed  on  to  the  engineer,  so  that  he  will  be  in 
constant  touch  with  his  public,  as  long  as  things  go 
wrong.  His  study  of  human  nature  will  find  a  good 
field  for  exercise  and  practical  application  if  the 
works  are  not  well  run. 

As  long  as  the  operations  at  the  works  go  smoothly 
the  public  will  be  little  heard  from.  They  have  now 
been  educated  in  electricity.  They  do  not  amuse 
themselves  by  searching  for  weak  spots  on  conductors 
or  on  arc-lamp  frames  whence  to  take  shocks.  If  a 
carbon  filament  gives  way,  the  accident  is  taken  phil- 
osophically. They  have  by  some  mysterious  process 
learned  to  accept  the  bills  rendered  for  electric  ser- 
vice as  correct,  something  they  never  would  do  in 
the  case  of  gas  bills,    So,  if  you  ever  reach  the  point 
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of  having  a  station  put  in  your  charge,  you  will  find  a 
pretty  well-trained  set  of  customers  to  be  served. 
By  keeping  your  engines  and  belts  in  good  shape, 
and  by  selecting  good  men  to  regulate  the  output  as 
to  the  potential  or  current,  you  should  have  no 
trouble  in  pleasing  the  public. 

But  if  things  go  wrong,  the  complaints  must  be  met. 
Here  courtesy  will  apply.  A  polite  treatment  of  a 
complaint  is  appreciated  by  the  complainer,  and  is 
accepted  as  an  apology.  *'  A  soft  answer  turneth 
away  wrath."  If  the  engineer  never  meets  the  cus- 
tomers, he  may  have  to  dictate  measures  to  the  secre- 
tary or  other  representative  of  the  company  who 
does  meet  them.  Let  him  put  himself  in  the  place 
of  the  official,  and  in  the  light  of  his  own  technical 
knowledge  see  how  he  would  answer  the  complain- 
ers.  Then  he  can  impart  the  general  statement  to 
the  official  in  question. 

Laboring  men  have  to  be  dealt  with,  which  is  not 
a  very  difficult  matter.  But  there  will  also  be  a  more 
troublesome  task  in  handling  technical  workmen,  men 
who  have  a  slight  knowledge  of  electric  work,  and 
who  are  perhaps  unduly  impressed  with  their  own 
superiority  due  to  such  knowledge.  Such  men  are 
most  useful.  They  have  a  detailed  knowledge  of 
certain  things,  which  is  valuable,  and  would  be  well 
worth  possessing.  But  its  range  is  very  limited.  It 
therefore  is  necessary  to  keep  them  within  their 
prerogatives,  and  because  a  man  knows  just  how  to 
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humor  a  refractory  lamp,  he  must  not  be  accepted  as 
counselor  in  the  operations  of  a  station. 

A  young  man  may  work  up  to  the  position  of  sta- 
tion superintendent  by  promotion  from  the  ranks. 
He  may  begin  at  the  very  lowest  position.  If  he 
does  so  and  gradually  works  up,  he  will  obtain  this  de- 
tailed knowledge  of  which  we  have  spoken.  Such  a 
graduate  of  practical  life,  if  he  possesses  the  other 
qualities  and  education  enough,  will  make  the  best 
kind  of  a  manager.  The  men  will  soon  find  that  he 
has  the  same  precise  knowledge  upon  which  they 
pride  themselves,  however  slight  in  extent  it  is  in 
their  own  individual  cases.  Any  trouble  is  quickly 
met  and  remedied.  An  electric  company  of  the  sort 
described  should  encourage  students.  As  the  navy 
or  army  has  its  cadets,  the  electric  industry  should 
have  the  same.  Perhaps  the  simile  or  designation  of 
cadets  applies  better  to  college  students.  But  in  the 
army  or  navy  some  of  the  best  officers  have  worked 
up  from  the  ranks,  and  the  same  is  true  of  the  elec- 
tric industry.  The  younger  men  should  be  encour- 
aged, for  in  them  is  the  making  of  the  best  grade  of 
engineers  and  managers. 

Mechanical  and  steam  engineering  will  constitute 
a  great  part  of  the  work  of  the  superintendent  of  a 
plant.  While  everything  is  subordinate  to  electric 
energy  and  its  generation  and  distribution,  a  few 
simple  rules  will  cover  the  ground  of  most  of  the 
electrical  problems.     But  the  engines  must  run  with 
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exact  regularity;  the  boilers  must  be  managed  with  the 
utmost  skill,  and  economy  must  be  obtained  in  all.  The 
exact  registry  of  coal,  water  and  ashes  gives  the  cri- 
terion of  the  work  that  is  doing.  The  electric  energy 
delivered,  reckoned  in  watts,  gives  the  other  figure  for 
reckoning  station  economy,  while  the  units  paid  for 
by  the  customers  tell  how  efficient  is  the  distri- 
bution— the  average  drop  is  the  criterion  of  this 
efficiency.  Then  from  the  pounds  of  coal  burned  in 
proportion  to  the  watts  paid  for  is  deduced  the  total 
efficiency  of  the  generating  and  distributing  plant 
reckoned  as  a  unit. 

A  business  man  will  soon  grasp  the  above  general- 
ities. A  little  figuring  will  enable  him  to  see  how 
much  coal  is  burned  to  extract  one  dollar  from  a 
customer.  He  will  easily  get  similar  labor  figures. 
A  good  president  or  executive  officer  will  hold  an  en- 
gineer down  to  a  very  exact  account  of  expenditures 
and  results. 

In  the  successful  conduct  of  a  generating  station 
and  distributing  plant  a  full  knowledge  of  electrical 
engineering  combined  with  that  indefinable  quality 
termed  executive  ability  is  required,  The  calcula- 
tions to  be  made  are  few  and  simple  ;  they  are  all 
done  in  the  factory.  The  dynamos  in  their  windings 
and  shapes  of  core  embody  some  of  them.  The 
measuring  instruments  are  all  standardized.  All 
ought  to  run  smoothly.  But  sometimes  things  go 
wrong,  and  ''bugs,"  as  the  telegraphers  named  them, 
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have  to  be  located  and  got  rid  of.  To  do  this  it  is 
evident  that  a  thorough  knowledge  of  the  subject  is 
required,  together  with  a  certain  amount  of  instinct 
or  intuitiveness. 

The  preparation  needed  for  this  position  is 
best  obtained  by  the  means  already  suggested,  by 
graduating  from  the  ranks  of  station  employes.  But 
in  the  general  education  it  is  rarely  worth  while  to 
make  any  special  reference  to  it  in  one's  studies.  If 
you  do  and  expect  to  stumble  by  good  luck  and  your 
merits  into  such  a  position,  you  will  be  apt  to  find 
that,  while  the  unexpected  does  not  always  come  to 
pass,  the  expected  has  a  great  way  of  not  happening. 

In  station  management  the  superintendent  is  cap- 
tain of  his  ship,  and  within  his  own  limits  is  supreme. 
This  is  always  a  pleasant  feature.  Yet  the  position 
is  far  from  being  a  high  one.  A  plant  gets  to  run- 
ning like  a  clock,  with  now  and  then  an  annoying 
break-down  or  accident,  and  there  is  no  pretense 
that  very  high  abilities  are  required  in  superintend- 
ing its  operations. 

If  new  electric  machinery  is  wanted,  the  factory 
supplies  it.  There  is  not  the  least  occasion  for  the 
station  superintendent  to  have  more  to  say  about  a 
new  dynamo  than  to  specify  its  capacity  or  constants. 
He  will  have  nothing  to  do  with  its  design  or  struct- 
ural peculiarities.  He  receives  everything  in  the 
way  of  supplies  in  the  ready-made  condition,  and  his 
hand  can  hardly  leave  the  mark  of  his  individuality 
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Upon  a  collection  of  machinery  with  whose  origina- 
tion he  had  nothing  to  do.  There  is  often  a  feeling 
of  subordination  to  the  factory,  which  feeling  some- 
times assumes  an  unpleasant  aspect,  when  it  seems 
as  if  the  factory  supplied  the  brains. 

But  it  should  be  remembered  that  any  commercial 
dynamo  is  the  outcome  of  numerous  trials  and  is 
rather  a  growth  than  an  invention,  and  the  feeling 
spoken  of  seems  unjust.  The  years  of  modern  elec- 
trical science  are  the  creators  of  the  dynamo  ;  the 
factory  supplying  dynamos  is  availing  itself  of  these 
years  of  work  and  study,  and  it  is  quite  possible  that 
in  the  factory  no  one  has  in  the  full  sense  designed 
the  dynamos  made. 

The  species  of  jealousy  described  is  out  of  place 
and  to  be  deprecated.  The  station  engineer,  by  the 
selective  processes  of  modern  life,  is  rapidly  being 
differentiated  from  the  constructing  engineer.  But 
both  of  them  are  guided  by  the  experiences  of  others. 
Their  apprenticeship  is  largely  in  the  lives  of  their 
predecessors. 
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CHAPTER  XV. 

InventinGo 

should  one  become  an  inventor  ? — what  consti- 
tutes a  successful  invention construction 

and  invention useful  and  useless  inven- 
tions— the  practical  view  to  be  taken — nov- 
elty as  well  as  originality  requisite — pat- 
ent suits — patents  and  caveats — claims- 
establishing  date  of  invention 

What  can  one  conversant  with  patents  and  patent 
law  say  about  inventions  ?  Should  an  engineer  or 
practicing  electrician  invent  and  patent  his  inven- 
tions ?  It  is  hard  to  remove  all  prejudice  and  answer 
the  question  dispassionately. 

The  qualified  inventor,  one  who  distinguishes  be- 
tween the  ingenuity  of  construction  and  the  genius 
of  invention,  one  who  has  studied  up  his  case  so 
effectually  that  he  knows  whether  there  is  a  probable 
market  for  his  patent  or  for  things  made  under  it, 
one,  finally,  who  does  not  overestimate  the  worth  of 
his  own  achievement,  such  an  inventor  is  a  rarity. 
For  too  often  the  inventor  is  one-sided  and  dread- 
fully sanguine,  and  imbued  with  a  sense  of  his  own 
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ingeniousness.  Men  of  one  idea  are  grand  or  small 
according  to  the  size  and  dimensions  of  the  one  idea, 
and  according  to  their  own  qualifications  for  carry- 
ing out  their  chosen  end. 

There  is  ample  room  for  invention.  A  good  inven- 
tion is  a  greater  service  to  humanity  than  it  is  apt  to 
be  to  its  originator.  Therefore,  if  capable  of  it,  in- 
vent all  you  can  and  patent  your  inventions. 

But  are  you  capable  of  properly  inventing  ?  There 
is  the  difficult  question.  To  decide,  ask  yourself  the 
following  queries, — if  you  can  answer  them  satisfac- 
torily, you  may  call  yourself  qualified  to  invent. 

A  difficult  piece  of  machinery  may  come  to  a  shop 
to  be  designed,  merely  a  general  idea  of  what  is 
wanted  being  given  by  a  rough  sketch,  with  explan- 
atory remarks  radiating  from  it  in  all  directions.  It 
is  taken  to  the  drawing-room,  and  the  draughtsmen 
open  fire  upon  it.  The  slight  sketch  and  directions 
are  amplified,  gearing  is  calculated  and  introduced, 
and  gradually  a  perfect  machine,  embodying  prob- 
ably points  of  construction  not  contemplated  in  the 
original  sketch,  is  produced.  Yet  in  all  this  develop- 
ment there  may  be  no  invention.  The  original 
smeared  and  labelled  sketch  may  embody  a  most  in- 
genious invention,  while  the  elaborate  scale  drawings 
have  grafted  upon  it  nothing  but  features  of  con- 
struction. The  invention  appears  in  each  and  shines 
out  through  it,  but  it  is  just  as  clear  or  clearer  in  the 
original  sketch.     The  first  question  alluded  to  above 
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is  shadowed  forth  in  the  supposed  case — Can  you 
distinguish  between  construction  and  invention? 

The  next  question  refers  to  what  you  will  do  with 
your  invention.  Do  the  public  want  it,  or  have  they 
already  something  better  ?  This  must  be  answered 
dispassionately,  and  you  must  not  be  led  astray  by 
hope.  The  commercial  market  must  be  judged  and 
estimated.  Such  operation  is  rather  within  the  func- 
tions of  a  business  man  than  of  an  inventor.  It 
would  be  well  if  inventors  had  both  before  and  after 
their  inventive  periods  the  services  of  acute  business 
men.  Before  expending  time  and  thought  upon  an 
invention  their  associate  would  tell  them  what  was 
the  prospect  for  a  market.  After  completing  an  in- 
vention the  same  ally  would  know  what  to  do  with 
it.  But  the  question  must  be  asked  and  answered 
properly  by  yourself  if  you  are  capable  of  inventing. 

Assuming  that  the  two  questions  can  be  answered 
affirmatively  in  your  case,  invent  all  you  wish  to.  A 
due  attention  to  the  requisites  indicated  will  have  a 
very  restricting  effect  upon  your  work.  The  striv- 
ing will  be  after  the  hidden  genius  of  invention, — mere 
ingenuity  of  construction  will  be  looked  down  upon 
as  not  to  the  point.  The  most  complex  designs  will 
be  considered  subsidiary  to  the  central  idea,  which  is 
the  invention.  The  whole  will  be  subsidiary  to  the 
public  need  for  it. 

Mere  beauty  of  conception  will  be  put  aside  and 
the  practical  view  taken  of  anything  tempting  to  in- 
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vention.  The  utility  of  a  proposed  thing  will  be 
duly  considered  and  weighed  before  time  and  thought 
are  expended  on  inventing  it.  There  is  no  glory  in 
inventing, — it  should  not  be  regarded  as  a  scientific 
achievement,  but  only  as  a  practical  one.  Invention 
stands  upon  another  plane  than  do  investigation 
and  discovery.  The  latter  may  be  entered  on  from 
pure  love  of  knowledge  and  without  any  considera- 
tion of  the  practical  aspect  of  the  case.  The  ideal 
of  a  pure  scientist  is  to  make  original  and  theoret- 
ically important  discoveries, — the  ideal  of  an  invent- 
or is  to  make  original,  novel  and  practically  valu- 
able inventions. 

Thus  the  inventor  seems  to  stand  upon  a  less  lofty 
plane  than  does  the  pure  scientist,  and  perhaps  he 
does  so.  The  one  strives  for  money,  the  other  for 
glory.  The  majority  of  the  readers  of  this  work 
have  probably  a  due  regard  for  the  emoluments  of 
the  profession.  The  money  derived  from  laboring  in 
it  is  earned  legitimately,  and  is  a  right  end  to  have  in 
view.     Therefore,  if  you  can  do  so,  invent. 

If  you  do  invent,  be  prepared  for  disappointment. 
The  Patent  Office  may  be  the  first  to  nip  your  aspira- 
tions in  the  bud  by  showing  an  anticipation  of  your 
invention.  What  you  have  invented  may  be  original 
but  not  novel.  "  Great  minds  leap,"  and  some  one 
may  have  trodden  your  path  before  you. 

If  the  ordeal  of  the  Patent  Office  is  passed,  the 
making  a  business  success  out  of  your  patent  is  a 
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difficult  task,  and  one  for  which  you  may  be  alto- 
gether unfitted.  An  active  business  man  is  wanted, 
who  will  See  enough  in  your  invention  to  justify  him 
for  the  time  being  in  taking  up  the  role  of  a  man  of 
one  idea  and  of  pushing  your  invention  on  to  success. 

The  next  ordeal  may  be  that  of  patent  suits. 
These  you  may  have  to  bring,  or  you  may  have  to 
defend  yourself  against  others  suing  you  for  in- 
fringement. Money  is  required,  and  the  patent  has 
to  undergo  adjudication  by  the  Court,  perhaps  to  be 
declared  invalid  and  worthless. 

It  is  an  anomaly  of  our  patent  laws  that  the  scope 
of  an  invention  is  limited  by  its  claims.  A  bad 
attorney,  in  drawing  up  a  patent,  may  give  it  insuffi- 
cient claims.  For  this  there  is  no  help.  The  courts, 
in  the  re-issue  decisions,  have  virtually  estopped  the 
one  avenue  of  relief  that  was  open  for  inventors  in 
this  regard.     Everything  depends  on  the  claims. 

Hence  a  competent  attorney  should  be  employed 
to  take  out  the  patent.  He  should  be  one  having 
experience  in  law  suits.  His  talent  should  lie  in  an 
ability  to  draw  up  claims  which  will  stand  examina- 
tion in  the  courts, — he  should  not  simply  try  to  get 
your  invention  in  any  shape  through  the  Patent 
Office. 

Do  not  take  out  a  caveat.  This  is  about  as  useless 
a  thing  as  our  government  provides.  For  the  ten 
dollars  you  pay  for  it  you  get  nothing  except  an 
agreement  that  the  Patent  Office  authorities  are  to 
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inform  you  if  any  one  applies  for  a  patent  for  the 
same  thing.  If  they  fail  to  give  such  information, 
you  can  do  nothing,  and  your  caveat  is  useless.  If 
they  do  so  inform  you,  you  apply  for  a  patent,  perhaps, 
losing  the  advantage  of  months  in  establishing  your 
date  of  application.  But  if  you  apply  for  a  patent, 
you  at  once  establish  this  important  date,  and  you 
can  keep  your  application  alive  for  an  indefinite 
period.  Your  application  is  kept  secret,  and  the  first 
money  spent  is  invested  in  the  operation  of  getting  a 
patent.  Time  and  money  spent  on  a  caveat  do 
nothing  in  this  direction. 

When  an  invention  is  made,  fix  at  once  the  date  of 
invention.  A  sketch  dated,  signed  by  yourself  and  by 
one  or  two  witnesses  is  excellent  proof.  It  may  be 
needed  in  interference  proceedings  or  in  patent 
suits. 
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CHAPTER    XVI, 

Original  Investigation. 

qualifications  required  for  original  research 

— useless  theorizing incompetent  theoriz- 

ers originality — publication  of  results — 

writing  papers. 

The  primary  lesson  of  this  book  is  contained  in 
two  words — Be  practical.  Every  one's  life  should  be 
SO,  and  as  it  fails  in  this,  failure  in  everything  follows. 
The  scientific  life  should  be  guided  by  a  gospel  of 
work.  The  most  abstruse  mathematicians  and  the- 
orizers,  in  the  eyes  of  those  without  proper  insight, 
seem  not  to  live  up  to  this  ideal,  but  they  really  do. 
No  man's  work  has  borne  more  practical  fruit  than 
Clerk  Maxwell's  mathematics  and  Sir  William  Thom- 
son's investigations.  The  latter,  to  be  sure,  is  a  rare 
combination  of  the  mathematical  theorizer  and  me- 
chanical constructor.  His  apparatus  is  in  use  in  the 
finer  operations  of  the  science.  His  name  will  for 
many  years  be  uneclipsed  by  that   of  any  successor. 

But  just  in  proportion  as  it  is  useful  and  proper  for 
such  men  as  those  mentioned  to  investigate  the  lumi- 
nif erous  ether  and  to  evolve  theories  of  electricity,  so 
is  it  useless  and  improper  for  those  unqualified   by 
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genius  and  study  to  spend  their  time  theorizing. 
This  is  no  idle  remark.  There  are  numbers  of  people 
who  consider  themselves  thinkers  and  who  waste  their 
energies  on  envolving  the  most  absurd  and  useless 
theories.  They  will  formulate  a  theory  that  the  sun 
is  not  hot,  that  gravity  must  work  in  a  closed  circuit, 
that  the  earth  is  a  dynamo,  and  so  on.  Sometimes 
their  theories  may  be  half  true.  Sometimes  they  will 
be  quite  absurd.  But  one  prevailing  characteristic  is 
noticeable  in  all  of  them — their  utter  uselessness  and 
inapplicability  to  any  useful  end.  One  of  the  favor- 
ite questions  is  this  :  If  a  gun  were  fired  in  the  Desert 
of  Sahara,  where  no  ear  could  hear  the  report,  would 
there  be  any  sound  ?  Of  course,  whether  there  would 
or  would  not  be,  depends  on  whether  we  use  the  word 
**  sound"  in  its  subjective  or  objective  sense. 

An  example  may  even  be  found  in  the  higher 
schools  of  science.  In  physics  the  advocates  of  the 
corpuscular  and  undulatory  theories  of  light  engaged 
in  the  fiercest  possible  contests  with  each  other  dur- 
ing the  last  century,  and  in  geology  the  plutonic  and 
neptunic  schools  waged  war  also.  If,  instead  of  de- 
voting their  energies  to  fighting,  all  had  united  in  hum- 
bly seeking  the  truth,  science  would  certainly  have 
been  advanced. 

Therefore  be  slow  to  theorize.  Study  facts,  work 
out  analogies  to  fix  more  firmly  on  your  mind  how 
electricity  acts,  but  do  not  make  the  sustaining  of 
some  absurd  theory  and  the   boring  with   it  of  all 
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your  acquaintances  your  mission  in  life.  You  are 
working  in  a  field  of  which  little  is  known  and  of 
which  we  may  never  know  much.  Electricity  is  al- 
most as  great  a  mystery  as  gravitation.  There  is 
the  more  reason  why  we  should  be  slow  to  con- 
sider ourselves  the  ones  destined  to  surpass  the 
greatest  intellects  of  the  world  and  to  tell  mankind 
what  electricity  is. 

This  particular  subject  is  considered  so  hopeless 
that  a  disposition  on  almost  any  one's  part  to  deter- 
mine what  electricity  is  marks  such  a  person  for 
avoidance.  Incompetent  theorizers,  men  who  truth- 
fully will  say  that  they  know  nothing  of  chemistry, 
and  who  next  proceed  to  evolve  fruitless  ideas  on 
electricity,  are  the  unclean  beasts  of  the  profession. 

Somewhat  the  same  may  be  said  of  independent  in- 
vestigators. Work  away  at  original  things  all  yOu 
wish  to.  Nothing  is  better.  But  distrust  its  nov- 
elty. It  is  astonishing  how  hard  it  is  to  find  a  new 
line  of  work  in  science.  So  much  has  been  done  that 
it  is  ten  to  one  that  any  particular  ground  has  been 
covered.  Sometimes  the  records  are  buried  away  in 
the  files  of  a  journal  and  are  forgotten.  When  an 
apparently  new  field  is  entered,  it  would  often  be 
advisable  for  the  investigator  to  look  in  books  and 
also  to  run  through  the  files  of  some  electrical 
journals,  to  determine  whether  his  ideas  have  not  been 
anticipated.  Mortification  might  have  been  spared 
some  of  our  best  inventors  by  this  course.     Thou- 
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sands  of  workers  have  preceded  you,  and  the  chances 
are  against  your  doing  anything  new.  The  so-called 
Napoleons  of  science,  like  those  of  finance,  some- 
times come  to  evil  ends. 

Many,  we  wish  we  could  say  all,  of  our  readers 
remember  the  investigations  of  the  Pickwick  Club. 
Pickwick  clubs  are  sometimes  still  found  in  the  world 
of  science. 

In  practical,  every-day  work  about  an  electric  sta- 
tion or  in  an  electric  manufactory  there  will  be  many 
little  improvements  which  will  suggest  themselves. 
But  on  trial  it  will  be  found  that  the  selective  pro- 
cesses of  mechanics  have  generally  established  the 
use  of  methods  difficult  to  supplant.  Yet  this 
line  of  independent  experimenting  should  be  encour- 
aged. It  may  lead  to  something, — its  results  are 
easily  weighed  and  valued, — and  it  gives  the  engi- 
neer's mind  more  flexibility,  and  goes  to  make  him 
more  useful  than  he  would  be  if  he  trod  always  in 
the  footsteps  of  his  predecessors.  But  it  is  very  dif- 
ficult to  gain  anything  by  leaving  those  footsteps. 

When  by  original  work,  and  what  is  tolerably  cer- 
tain to  be  novel  work,  something  has  been  done,  it 
should  be  published.  A  young  man  should  start 
early  in  the  publication  of  what  he  has  done.  The 
practice  of  submitting  one's  self  to  the  judgment  of 
mankind  by  putting  one's  self  in  print  has  much  to 
commend  it.  But  the  greatest  discretion  and  caution 
must  be  exercised. 
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Be  a  member  of  an  engineering  society.  Read 
your  paper  before  them,  so  that  a  small  audience  of 
qualified  men  may  have  the  chance  to  tear  you  to 
pieces.  If  what  you  say  seems  well  received,  then 
you  may  feel  that  some  basis  is  established  for  its 
publication.  When  you  submit  it  to  the  editor  of  a 
scientific  journal,  it  may  undergo  a  still  more  severe 
criticism.  All  this  is  good  discipline  and  good  prac- 
tice. But  if  self-educated  in  the  profession,  it  will 
be  a  long  time  before  you  will  reach  a  point  when 
you  will  care  to  publish  your  work. 

What  has  been  said  is  intended  to  inculcate  caution 
in  theorizing  for  your  own  sake  as  well  as  for  that  of 
others.  If  you  do  want  to  exercise  your  brain,  do 
not  try  to  evolve  a  theory  for  so  recondite  a  subject 
as  electricity  until  you  can  tell  why  an  apple  falls  to 
earth. 

You  must,  before  you  write  a  paper,  know  something 
about  composition.  For  your  purposes  there  is  one 
golden  rule — Be  simple.  In  ordinary,  every-day  Eng- 
lish you  will  find  enough  words  for  all  ordinary  pur- 
poses of  expression.  In  addition  you  will  have  to  use 
technical  words,  but  that  is  aside  from  the  main  ques- 
tion. But  do  not  invent  words,  as  if  the  Century 
Dictionary  was  not  big  enough, — avoid  all  singulari- 
ties of  construction, — do  not  try  to  write  like  Carlyle 
nor  even  like  yourself.  Simply  think  out  what  you 
have  to  say  and  say  it  simply. 

A  confusion  of  statement  indicates  a  confusion  of 
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ideas.  Let  your  writings  prove  that  your  mind  is  in 
good  order. 

There  is  great  difficulty  in  putting  anything  into 
writing  as  it  should  be  done.  Merely  to  express  to  us 
our  own  thoughts  in  the  best  possible  language  is  high 
art.  If  you  do  propose  to  write  anything  for  a  so- 
ciety or  for  publication,  have  your  thoughts  and 
ideas  very  clear  and  well  defined.  Then  put 
them  into  simple  language.  Avoid  too  long  sen- 
tences. The  jerkiness  of  short  sentences  must  also 
be  avoided.  Do  not  use  too  many  adjectives  ;  you 
will  secure  strength  of  expression  by  the  use  of  nouns. 
"The  adjective  is  the  greatest  enemy  of  the  noun, 
though  it  agrees  with  it  in  gender,  number  and  case." 

This  is  no  treatise  on  rhetoric  and  composition, 
but  one  good  rule  cannot  well  be  omitted.  It  is  this  : 
When  you  feel  that  something  which  you  have  writ- 
ten is  unusually  fine  and  well  put,  let  it  stand  until 
the  next  day,  and  then  remorselessly  scratch  it  out. 
Your  satisfaction  with  your  own  writing  is  a  strong 
proof  of  its  bad  quality. 


150 


CHAPTER  XVII. 

Success. 

the  race  for  money — the  nobler  life — the  end 
for  which  we  are  adapted — honor  and  hon- 
esty—  the    human   element directors   and 

executive  officers the  business  man — deal- 
ing with  vanity rings  and  cliques — con- 
tractors  over-scrupulousness workmen. 

Success  is  the  goal  of  the  ambitious  young  man. 
He  perhaps  takes  up  this  book  hoping  that  it  will 
help  him  to  the  coveted  end.  But  what  does  he 
account  success  ?  If  it  is  simply  money  that  is  de- 
sired, a  very  low  ideal  is  created,  and  it  would  be  a 
poor  recommendation  for  our  efforts,  under  the  cir- 
cumstances of  the  professional  life  of  the  day,  if  it 
did  point  out  a  royal  road  to  fortune.  For  if  one 
examines  the  conditions  of  the  world,  he  will  find  that 
men  seek  different  things.  Many  start  on  the  race 
in  life  to  make  fortunes,  but  this  division  rapidly 
thins  out,  and  some  of  its  members  drop  out  into 
more  or  less  contented  mediocrity.  Others  continue 
longer  in  the  race,  and  devote  all  their  energies  to 
win  it.     Still  the  dropping-out  continues  as  weari- 
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ness  seizes  those  who  make  no  advance,  and  the  few 
continue.  Among  these  a  separation  presently  takes 
place.  A  few  begin  to  approach  their  ideal,  and 
leave  behind  them  a  division  who,  in  spite  of  ill-suc- 
cess, still  keep  at  the  weary  grind,  stepping  on  a 
tread-mill  that  never  raises  them  from  the  level.  The 
winners,  and  they  are  very  few,  grow  rich,  and,  it  is 
to  be  hoped,  have  got  all  the  enjoyment  they  ex- 
pected out  of  their  wealth.  The  losers,  never  hav- 
ing accepted  the  rest  and  even  contentment  of  medi- 
ocrity, suffer  the  miseries  of  defeat,  and  look  back  on 
a  life  of  fruitless  struggle. 

This  is  a  mild  picture  of  the  evils  of  the  thirst  for 
money  and  for  success  based  on  money  making. 
The  vision  of  the  crowd  starting  on  their  race  is  not 
a  pleasant  one, — the  scene  at  the  end  where  the  tri- 
umphs of  selfishness  are  seen  in  contrast  with  the 
disappointments  of  selfishness  is  as  bad, — the  scenes 
along  the  road  where  the  crowd  is  constantly  thin- 
ning off,  and  the  competitors  only  give  up  because 
they  have  to,  is  not  inspiring. 

So  much  for  those  to  whom  money  is  everything. 
Theirs  is  not  the  only  contest;  there  is  a  nobler  race 
— a  race  for  success,  too, — but  this  is  the  success  of  a 
true  life,  rightly  led  and  well  employed — a  life  into 
which  troubles  will  come  and  in  which  a  fortune  may 
not  be  made,  but  which  leaves  behind  it  a  memory 
of  work,  of  honesty,  and  of  the  refinement  of  honesty 
termed  honor.     Such  a  life  shows  good  done  to  the 
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world  in  its  administration  of  scientific  knowledge — 
good  in  its  high  conception  of  devotion  to  "  busi- 
ness,'* as  pictured  in  the  character  Caleb  Garth  in 
George  Eliot's  novel  "  Middlemarch  " — good  done 
to  individuals  in  the  proper  carrying  on  of  engineer- 
ing works  in  which  numbers  of  laborers  are  em- 
ployed— good  done  to  the  profession  in  the  making 
of  useful  discoveries  and  in  the  announcement  of 
them  to  the  public  as  soon  as  made. 

The  contemplation  of  such  lives  is  a  comfort  and 
an  inspiration.  Energy,  laboriousness  and  conscien- 
tiousness are  their  foundation-stones. 

Perhaps  among  those  who  read  this  book  will  be 
some  who  have  the  high  ideal  of  success  implied  in 
the  ambition  of  becoming  a  Clerk  Maxwell  or  a  Will- 
iam Thomson.  If  such  ambition  has  seized  any 
one,  and  if  he  is  able  to  carry  it  out,  he  is  not  the  one 
for  whom  this  is  written.  This  modest  work  is  not 
designed  for  him, — his  success  will  not  depend  on 
the  author. 

Finally  there  are  many  who  simply  hope  to  find  a 
rational  chance  in  the  struggle  for  existence,  and 
who  wish  to  make  their  living  in  the  profession,  and 
who  do  not  aspire  to  great  honors. 

So  it  appears  that  from  the  beginning  men  can  be 
classified  by  the  end  they  have  in  view.  The  sad 
failures  come  in  choosing  the  wrong  ends, — the  crim- 
inal failures  in  choosing  wrong  methods  for  any  end. 

A  man  might  choose  to  be  a  high   jumper,  and 
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might  devote  the  energies  of  a  Hfe  to  trying  to  top 
a  six-foot  bar,  and  never  succeed.  His  failure  would 
be  due  to  the  choosing  a  wrong  end. 

Suppose  now  that  we  cut  the  Gordian  knot  and  at 
one  sweep  do  away  with  this  trouble  about  ends. 
Select  no  end  to  be  attained,  but  only  concern  your- 
self with  methods  and  practices.  The  trouble  disap- 
pears. With  honor  and  hard  work  as  watch-words, 
whatever  you  do  will  be  successful,  whether  the 
crowd  appreciates  it  as  such  or  not. 

You  will  see  men  going  ahead  of  you  by  question- 
able methods, — honor  will  prevent  you  from  envying 
them.  You  will  see  others  going  ahead  of  you  by 
superior  work, — interest  and  a  high  ideal  will  tell  you 
to  follow  their  example  and  work  the  harder.  You 
will  see  others  winning  by  high  abilities, — these  jus- 
tice tells  you  to  admire.  Then  as  you  reach  the 
middle  point  of  your  career,  and  are  retrospective, 
you  will  realize  your  mistakes  ;  you  may  feel  that  had 
you  taken  some  other  way  you  would  have  done  bet- 
ter ;  you  may  see  instances  where  a  little  shrewdness 
and  knowledge  of  human  nature  would  have  helped 
you  along  ;  you  may  feel  that  you  should  have  done 
better  ;  but  it  will  be  too  late.  Regrets  are  useless. 
Go  on  as  best  you  may,  and  if  you  can  feel  that  you 
have  saved  your  honor  and  conquered  your  laziness, 
you  have  not  lived  in  vain. 

This  seems  a  poor  ideal,  perhaps,  but  it  is  better 
than  money  making,  pure  and  simple.     It  is  hard  to 
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believe  that  you  will  really  work  hard  and  honestly 
and  not  make  some  success. 

But  as  an  electrician  and  electrical  engineer  some 
few  maxims  for  success  may  be  given  as  regards  your 
relations  with  men.  As  the  servant  of  corporations 
you  will  have  intercourse  with  directors  and  business 
executives.  As  engineer  you  will  have  to  deal  with 
laborers  and  foremen  under  your  superintendence. 
You  will  find  rings  and  cliques  among  the  wealthy 
directors  and  among  the  day-laborers  alike,  and  you 
may  be  mixed  up  with  their  cliques,  without  any  voli- 
tion on  your  part.  You  will  come  in  contact  with 
manufacturers  and  perhaps  have  to  criticise  their 
work.  How  can  you  deal  with  such  different  types 
of  humanity? 

Human  nature  therefore  must  be  recognized  as  an 
element  in  the  problem  you  have  to  solve.  For  a 
\vealthy  business  man  to  be  established  as  president 
of  an  electric  manufacturing  works,  while  not  con- 
versant with  electrical  matters,  may  seem  to  you  an 
anomaly.  It  will  seem  that  a  merchant  should  know 
something  of  the  article  he  deals  in.  But  while  on 
its  face  this  would  appear  to  be  logical,  it  is  not  abso- 
lutely requisite  that  the  merchant  should  possess 
such  knowledge.  The  business  of  the  president  of 
an  electric  manufacturing  company  may  be  to  sell 
the  product  of  the  factory,  to  see  that  its  standard  of 
perfection  is  kept  up  to,  to  look  up  new  avenues  of 
trade.     The   selling  has  no  reference  to  volts  and 
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amperes^ — the  standard  of  perfection  he  takes  care  of 
by  engaging  one  whom  he  understands  to  be  a  capa- 
ble superintendent, — looking  up  new  country  is  a  mat- 
ter of  advertising  and  traveling.  The  less  he  knows 
of  electricity,  and  the  less  interest  he  shows  in  the 
science  and  in  the  materials  used  in  the  dynamos, 
the  more  flattering  is  it  to  his  superintendent.  The 
want  of  interest  in  the  electrical  qualities  of  the  wire 
purchased,  the  ignorance  of  what  the  magnetic  prop- 
erties of  iron,  such  as  reluctance,  are  or  mean,  and 
the  apparent  indifference  to  what  goes  into  the  dyna- 
mos are  due  to  strong  common-sense.  He  realizes 
that  it  is  a  new  order  of  thought  for  him,  and  so  does 
not  try  to  grapple  with  it.  He  feels  that  the  products 
of  his  factory  will  be  criticised  by  those  who  buy 
them,  so  that,  whether  he  wants  it  or  not,  he  will  get 
lots  of  expert  opinion  without  cost  or  trouble. 
Knowing  that  he  cannot  adequately  criticise  from  his 
own  knowledge,  he  will  be  unsparing  in  his  use  of  the 
free  criticism  reaching  him  in  the  shape  of  complaints 
of  customers.  Therefore,  if  his  superintendent  or 
engineer  wishes  to  impose  upon  him,  and  is  so  want- 
ing in  pride  and  honor  as  to  stoop  to  this  course,  it 
will  be  found  a  very  risky  business.  Active  and  suc- 
cessful business  men  in  this  country  are  apt  to  be 
rather  merciless  in  dealing  with  transgressors  subor- 
dinate to  them. 

Often  men  of  this  character  have  an  aggravating 
way  of  throwing  aside  as  of  no  interest  all  that  does 
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not  directly  affect  their  business.  This  peculiarity 
must  be  recognized  and  yielded  to.  Commercial  in- 
terests are  apt  to  engender  selfishness.  If  you  are 
an  engineer  under  such  a  president,  realize  that  he 
has  his  good  points, — that  he  is  interested  in  things 
that  are  as  barren  to  your  mind  as  are  farads  and 
henries  to  his.  Above  all,  do  not  be  so  conceited  as 
to  underestimate  the  merit  of  high  business  abilities. 
Your  little  special  knowledge  of  electricity  is  prob- 
ably nothing  to  boast  of.  Do  not  try  to  look  down 
on  a  non-professional  man  ;  his  abilities  and  special- 
ties lie  in  another  direction  from  yours. 

The  very  qualities  which  make  a  man  an  electrician 
by  nature  would  probably  spoil  him  for  a  business 
man.  So  look  with  respect  upon  the  great  organizers 
of  enterprises — those  who  deal  in  great  interests,  and 
who  have  no  disposition  to  look  into  the  minutiae  of 
things,  who  would  distrust  themselves  if  they  did  go 
into  manufacturing  details,  and  would  fear  that  the 
result  of  an  attempt  at  doing  so  would  lead  to  ne- 
glect of  important  things  in  their  department.  Your 
very  fondness  for  details,  and  disposition  to  give  your 
principal  attention  to  them,  feeling  that  the  general- 
ities will  take  care  of  themselves,  is  exactly  what  is 
not  wanted  in  business. 

Human  nature  has  its  vanity,  and  it  is  often  mani- 
fest in  a  disinclination  to  acknowledge  our  own  ignor- 
ance. Sometimes  a  business  manager  or  other  officer 
of  a  company,  whose  life  has  been  spent  in  mercan- 
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tile  pursuits,  will  undertake  to  pose  as  an  electrician 
after  a  few  months  or  even  weeks  in  the  business  de- 
partment of  an  electrical  concern.  This  is  far  worse 
than  the  other  case  first  described.  How  must  such 
be  dealt  with  ?  It  is  not  necessary  always  to  tell  a 
person  how  little  he  knows,  or  to  offend  his  innocent 
vanity  by  pointing  out  his  errors.  It  is  enough  to  try 
to  lead  him  right,  as  far  as  he  will  let  you.  His  way 
may  be  smoothed  for  him  if  he  will  stand  it.  Avoid 
disputes  with  such, — disputes  will  do  no  good,  and 
will  only  make  trouble  between  you  and  your  supe- 
rior. So  study  human  nature  a  little,  and  do  not  get 
into  fruitless  discussion ;  try  to  keep  your  own  spe- 
cific knowledge  in  the  background  if  necessary,  and 
do  nothing  to  show  how  much  you  know.  If  you  are 
dealing  with  what  appears  to  be  a  very  pretentious 
person,  temper  the  wind  to  the  shorn  lamb,  and  do 
not  be  too  hard  on  him.  His  position  may  give  him 
the  power  of  being  very  hard  upon  you. 

Independence  is  not  sacrificed  by  such  a  course. 
It  may  be  rather  a  matter  of  courtesy  and  kindness 
that  will  induce  one  to  be  careful  not  to  hurt  the  feel- 
ings of  another  in  such  a  case  as  the  one  pictured 
above. 

Companies  are  often  supposed  to  be  managed  by  a 
board  of  directors  who  meet  from  time  to  time  to 
discuss  its  affairs,  and  pass  resolutions  as  re- 
quired for  its  conduct.  While  they  nominally  are 
the  directors  who  direct  the  company,  usually  there 
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is  one  person,  either  an  officer  or  perhaps  only  one 
of  the  board,  who  is  the  real  manager,  and  who  is 
practically  the  whole  board  in  one.  Directors  are 
often  fond  of  exaggerating  their  importance  to  the 
concern, — they  often  like  to  persuade  themselves  that 
they  are  of  some  use,  when  they  are  not.  Again  you 
may  profitably  study  human  nature.  If  they  visit  the 
works  where  you  are  employed,  do  not  try  to  show 
how  little  you  care  for  them.  If  you  meet  them,  re- 
member that  your  profession  makes  it  your  first  duty 
to  be  a  gentleman,  and  that  nothing  is  more  alien 
to  a  gentleman's  character  than  conceit  or  intoler- 
ance. These  directors  are  apt  to  be  men  of  standing 
in  the  community,  and  often  men  of  high  ability  in 
their  own  particular  ways.  The  ethics  of  your  profes- 
sion tell  you  to  bow  the  head  before  such  masters  as 
Thompson  or  Rayleigh, — they  do  not  tell  you  to  put 
on  airs  of  importance  before  those  whose  paths  in 
life  lie  outside  of  the  electrical  field. 

Unfortunately  cliques  and  rings  sometimes  are 
formed  in  companies.  The  engineer  or  superintend- 
ent is  not  to  take  sides  if  he  possibly  can  help  it.  If 
there  are  two  factions  who  try  to  obtain  the  mastery, 
there  is  a  strong  probability  that,  if  the  engineer  or 
superintendent  is  drawn  into  the  fight,  he  will  find 
himself  between  the  upper  and  nether  millstones,— 
he  will  be  apt  to  please  no  one  if  he  makes  special 
efforts  to  please  both  sides, — and  the  end  maybe  the 
loss  of  his  position.     If  he  takes  sides  and  his  party 
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is  defeated,  he  need  have  no  uncertainty  as  to  his 
own  future.  If  his  party  wins,  then  his  too  strong 
advocacy  may  bring  about  his  discharge. 

An  engineer  in  such  a  case  has  a  narrow  path  to 
tread,  and  his  only  rule  must  be  to  hold  himself 
absolutely  aloof  from  dissensions.  This  he  must  do 
without  withdrawing  himself  from  observation  or 
seeming  to  avoid  contact  with  those  in  the  dispute. 
If  an  officer  visits  the  works,  the  superintendent  should 
act  precisely  as  if  he  knew  of  no  dispute.  Without 
committing  himself  he  should  meet  his  visitor  and  act 
as  if  everything  was  normal.  The  next  day  some 
director  opposed  in  interest  may  appear.  He  should 
be  received  with  the  same  courtesy.  Thus  neither 
side  can  be  given  just  cause  for  offense,  and  what- 
ever the  result  of  the  supposed  dispute,  the  superin- 
tendent may  be  glad  if  he  can  feel  that  he  is  not  in- 
volved. 

A  difficult  case  has  been  described,  and  it  is  to  be 
hoped  that  our  engineer  will  be  spared  such  event- 
uality. But  he  may  become  involved  in  it,  and  if 
he  cares  about  retaining  his  position,  he  will  feel 
justly  anxious. 

Another  class  of  persons  he  may  encounter  are 
contractors.  It  often  happens  that  such  people  have 
great  influence  with  corporations.  They  may  do 
work  for  them  and  take  their  pay  in  stock,  thus  get- 
ting a  large  representation  on  the  board.  The  officers 
of  the  company  may  have  leaned  on  them  for  advice 
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and  consultation,  and  so  may  place  great  reliance 
upon  their  opinions.  You  may,  as  engineer,  have  to 
pronounce  judgment  upon  their  work.  Here  again 
you  may  find  yourself  between  two  fires.  If  you  do 
not  approve  the  work,  you  may  incur  the  ire  of  the 
contractor,  and  suffer.  If  you  do  approve  the 
work  in  order  to  avoid  trouble  with  the  contractors, 
you  may  be  doing  an  injustice.  It  is  better  to  suffer 
the  loss  of  your  position  than  to  do  the  latter.  There 
is  always  a  probability  or  possibility  that  such  a  sac- 
rifice may  be  exacted  by  your  conscience.  The 
sacrifice,  if  made,  will  be  its  own  reward  ;  you  need 
not  expect  any  other.  It  will  probably  never  have 
its  merit  recognized  except  by  yourself  and  perhaps 
by  a  few  fellow-sufferers  and  companions  in  misfor- 
tune.    So  what  are  you  to  do  in  such  a  case  ? 

No  general  rule  can  be  given.  You  must  be  con- 
scientious. But  sometimes  there  is  danger  of 
supererogation.  You  may  go  unnecessarily  far.  The 
least  display  of  feeling  or  eagerness  to  condemn  is 
wrong  and  out  of  place.  With  absolute  dispassion- 
ateness review  the  work  and  form  a  just  judgment. 
If  your  position  requires  you  to  report  upon  work,  do 
so  with  entire  absence  of  feeling,  and,  with  as  little 
comment  as  possible,  state  how  things  are.  Do  your 
best  to  avoid  giving  offense.  Let  it  be  seen  that  you 
have  no  bias  and  are  only  doing  your  duty.  Then 
if  the  contractor  takes  offense,  and  is  dishonorable, 
and  has  influence  with  the  company,  you  will  have  to 
suffer.     There  will  be  no  help  for  it. 
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But  be  very  cool  and  act  slowly.  When  you  look  back 
on  the  affair  after  the  lapse  of  years  it  is  to  be  hoped 
that  your  course  will  still  seem  to  have  been  the  right 
one.  Do  nothing  on  impulse,  and  do  not  set  your 
own  standard  of  right  and  wrong  above  that  of  every 
one  else.  It  is  often  not  only  a  matter  of  conscience 
but  of  judgment.  An  over-scrupulous  man  is  often 
very  unsatisfactory,  because  his  judgment  is  in  abey= 
ance  under  the  weight  of  his  conscience.  The  con- 
science of  an  over-scrupulous  person  is  little  better 
than  conceitedness. 

If  you  do  feel  scruples  about  the  way  of  dealing 
conscientiously  with  such  a  case,  consult  some  friend. 
Do  not  shut  yourself  up  in  unhealthy  introspection, 
but  seek  advice,  and  use  it.  Whatever  you  do,  you 
will  have  a  good  chance  of  pleasing  no  one.  If  you 
leave  the  company  in  what  seems  to  you  a  blaze  of 
glory,  you  will  be  apt  to  find  its  brightness  dimin- 
ished after  the  lapse  of  several  years. 

The  engineer  has  to  manage  workmen.  These  are 
also  human  beings,  and  are  as  clique-forming  as  any 
set  of  men — even  as  much  so  as  the  directors  of  a 
company.  But  their  methods  will  not  be  apt  to  af- 
fect an  engineer's  position.  As  he  therefore  feels 
secure  from  the  influence  of  what  these  subordinates 
can  do,  there  is  the  more  need  of  exact  justice  and 
charity  in  dealing  with  them.  There  is  not  for 
a  real  man  one  bit  of  satisfaction  in  discharging  a 
workman  for  a  purely  technical  offense,  or  even  for 
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a  slight  impatience  or  incivility.  Your  pride  should 
be  in  the  small  number  of  workmen  you  discharge 
for  cause, — your  pride  should  be  hurt  by  a  large  num- 
ber discharged.  You  should  feel  that  this  latter 
shows  you  a  poor  manager  of  men.  Avoid  despot- 
ism as  you  would  a  disease. 

You  may  have  absolute  authority, — you  should 
practice  the  art  of  exercising  it  to  the  fullest  extent 
when  necessary,  and  of  concealing  it  at  all  other 
times.  Workmen  spend  much  of  their  spare  time 
and  thoughts  in  sizing  up  their  superintendents.  If 
you  have  authority  in  your  nature,  they  will  soon  find 
it  out. 

An  engineer  need  not  be  so  sensitive  about  his 
own  authority  as  to  be  unwilling  to  recognize  some 
rights  on  the  part  of  or  some  respect  due  to  officers 
of  the  company  in  the  placing  of  men.  If  a  work- 
man is  put  in  position  at  the  request  of  the  president 
or  of  a  director,  courtesy  requires  that  he  be  con- 
sulted before  such  a  man  is  permanently  suspended. 

Workmen,  being  human,  will  often  try  to  earn 
their  money  as  easily  as  possible — something  their 
employers  also  try  and  generally  succeed  better  at. 
But  they  are  hired  to  put  in  so  many  hours'  work 
a  day,  and  it  is  the  engineer's  duty  to  see  that  they 
do  it.  A  man  running  a  machine  lathe  at  slow  speed 
so  that  he  can  sit  in  a  corner  a  longer  time  between 
the  settings  of  the  tool  for  a  new  cut  would  do  no 
worse  if  he  went  away  half  an  hour  ahead  of  the 
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whistle.  A  man  who  runs  a  tool  with  so  dull  a  point 
that  it  takes  twice  as  long  to  put  a  finish  on  his  work 
as  if  he  ground  his  tool  properly  is  doing  his  em- 
ployer an  injustice. 

It  is  very  hard  to  get  good  workmen.  Men  are,  on 
the  average,  of  such  low  capacity  that  it  does  require 
about  seven  years  to  make  mechanics  of  the  average 
ones.  Therefore,  with  the  abandonment  of  the  sys- 
tem of  apprentices,  the  supply  of  really  good  work- 
men is  less  than  the  demand.  We  are  becoming 
more  accustomed  to  having  work  done  poorly  or 
slowly  in  our  factories,  the  really  good  mechanic 
not  being  as  easy  to  find  as  he  formerly  waSo 
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Reading. 

english  technical   books — the    index — reading 

a    book    several   times thinking reading 

an   instrument taking    notes — electrical 

journals — range  of  reading — definitions — 

collecting    a    library scrap-books card 

and   book    indexes — scrap-leaflets — rapid 
reading biographies. 

The  subject  of  reading  cannot  be  adequately- 
treated.  So  much  may  be  read  ;  every  book,  even  if 
it  seems  a  repetition  of  some  work  already  read,  will 
add  something  to  the  reader's  stock  of  information. 
The  list  of  electrical  books  is  increasing  constantly. 
But  among  the  many  a  few  standards  still  maintain 
their  position  and  stand  well  above  the  rest. 

Many  technical  books  in  our  language  are  pub- 
lished in  England,  the  scientific  literature  of  which 
country  is  unfortunately  subject  to  a  very  serious 
fault — one  which  permeates  the  life  of  the  nation  in 
other  directions  also.  England  has  an  organization 
of  examinations  for  degrees.  The  effort  of  her  edu- 
cators has  been  to  codify  education,  and  to  make  all 
the  colleges  tributary  to  certain  standards. 
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Accordingly,  examinations  in  every  conceivable 
branch  of  knowledge  are  held  at  intervals,  and  to 
these  come  students  from  colleges  all  over  the  land 
as  well  as  students  who  have  not  matriculated  from 
any  college.  They  are  competitors  for  degrees ; 
their  work  has  been  distinctively  devoted  to  passing 
examinations — "exams,"  as  they  term  them — and 
their  scope  or  range  of  study  is  calculated  to  fit  these 
examinations.  For  such  students  many  of  the  scien- 
tific books  are  written.  Students  and  books  alike 
are  stunted  by  the  system. 

When  you  take  up  a  scientific  book  published  in 
England,  look  at  the  title-page.  If  you  there  find 
stated  that  it  is  written  for  or  adapted  for  some  de- 
gree or  course  of  the  London  University,  if  the  word 
"  syllabus  "  occurs  on  the  title-page  or  in  the  preface, 
make  up  your  mind  that  it  will  have  a  very  fixed 
limit.  It  will  be  written  entirely  for  a  certain  exam- 
ination. Anything  outside  of  the  lines,  however  im- 
portant, will  be  omitted.  Such  books  should  be 
looked  on  with  suspicion  as  to  their  value  here. 

A  scientific  book  should  have  an  index.  When 
you  think  of  buying  a  book,  see  if  it  has  a  good  in- 
dex. If  it  has  none,  then  leave  it.  A  contents  is 
better  than  nothing,  but  cannot  usually  take  the 
place  of  an  index. 

A  good  book  read  and  reread  may  do  more  good 
than  several  different  ones  read  in  succession.  At 
the  beginning,  especially,  it  is  often  useful  to  read  the 
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same  book  several  times.  The  real  classics  of  the 
science  will  endure  several  perusals  and  improve  with 
acquaintance.  A  good  test  of  a  book  is  to  see  if  it 
will  endure  this.  If  you  drift  back  to  and  reread  a 
work,  it  speaks  well  for  its  quality. 

Thought  and  reading  must  go  together.  It  has 
been  said  that  an  hour  of  thought  is  worth  many 
hours  of  reading.  This  is  often  true.  Nothing  is 
more  futile  than  to  read  to  the  exclusion  of  thought. 
It  is  often  a  form  of  indolence — a  way  of  hiding  one's 
own  laziness.  What  we  have  read  during  several  hours 
may  be  briefly  thought  over  to  good  effect.  Acquire 
the  habit  of  thinking  intensely  over  facts  that  your 
reading  has  brought  before  you.  Think  over  what  you 
read  until  you  detect  the  weak  points  in  your  knowl- 
edge, and  try  to  supplement  these  points  by  further 
reading. 

Treat  reading  as  an  instrument.  It  is  a  means  of 
reaching  a  desired  end, — mere  reading  is  not  the 
end.  You  must  not  feel  undue  satisfaction  in  hav- 
ing read  so  many  books  or  so  many  pages.  Your 
satisfaction  should  center  in  the  ideas  you  have 
assimilated  and  have  taken  from  the  books. 

Should  one  make  notes  of  their  reading  ?  This 
depends  on  the  individual.  If  you  have  the  proper 
type  of  mind,  you  will  need  comparatively  few  notes. 
Like  the  hero  in  Charles  Reade's  novel,  *'  Put  Your- 
self in  His  Place,"  make  your  head  your  note-book. 
A  man  who  has  to  write  everything  down  is  at  a  ser- 
ious disadvantage. 
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You  must  learn  the  art  of  quick  reference  to  books. 
A  library  of  half  a  dozen  books  will  be  a  good  one 
for  practical  use.  You  must  learn  their  uses  and 
range,  so  that  you  will  know  in  which  one  to  look  for 
anything  you  want  to  find.  It  will  be  excellent  prac- 
tice to  look  up  other  books  than  your  own,  and  study 
the  ground  covered  by  them.  Thus  you  in  some 
sense  make  their  contents  your  own  property, — you 
know  what  each  one  is  good  for. 

The  electrical  journals  should  be  read.  One  is 
enough  if  it  is  of  the  best.  The  advertising  pages 
should  be  run  over  as  well  as  the  reading  matter,  for 
they  tell  what  the  world  is  doing. 

The  reports  of  the  meetings  of  electric  light  asso- 
ciations and  other  societies  of  electricians  are  excel- 
lent matter.  They  not  only  contain  good  informa- 
tion and  valuable  papers,  but  they  also  disclose  what 
others  are  working  at.  They  give  a  standard  for 
rating  one's  own  attainments,  as  in  the  papers  and 
discussions  is  shown  what  other  electricians  are  do- 
ing, and  how  deep  they  go  into  the  science. 

It  will  not  be  necessary  to  keep  your  reading  rig- 
orously to  one  line  of  electrical  work.  You  may  in 
one  book  often  with  benefit  go  over  an  elementary 
treatment  of  the  whole  of  electricity.  As  a  guide  to 
your  work  your  reading  of  course  will  be  more 
specialized. 

Your  reading  must  cover  more  ground  than  elec- 
tricity.    You  will  have  to  be  a  mechanical  engineer 
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in  the  broad  sense,  which  is  the  sense  of  knowing 
something  of  chemistry  and  physics,  much  of  the 
strength  of  materials  and  machinery,  and  much  of 
calculations,  graphic,  arithmetical  and  algebraical. 
Your  reading,  therefore,  must  cover  a  wide  field. 
Yet  if  you  could  be  persuaded  to  do  one  thing,  your 
list  of  books  might  be  small.  This  thing  would  be 
to  thoroughly  understand  and  assimilate  everything 
you  read.  It  is  perhaps  too  much  to  ask.  Then  try 
another  system.  Thoroughly  understand  and  learn 
the  first  book  you  read  on  a  given  subject.  Let  such 
book  be  short,  but  when  you  are  through  with  it  know 
it.  Know  one  book  in  arithmetic,  one  in  algebra, 
one  in  mechanics,  one  in  physics,  one  in  chemistry ; 
pick  out  short  ones,  and  you  will  have  laid  a  founda- 
tion which  you  may  congratulate  yourself  on  for 
years  to  come. 

Under  the  head  of  reading  a  few  words  should  be 
said  on  definitions,  A  good  definition  is  something 
to  cling  to.  You  will  find  them  all  too  scarce.  An 
excellent  plan  would  be  for  you,  when  reading  a  book 
on  a  given  subject,  to  learn  by  heart  the  definitions 
:)f  even  three  or  four  subjects  intimately  connected 
with  it.  In  physics  work,  energy^  force,  momentum  and 
weight  are  such  subjects.  In  <z\i^m\^\.v^  element,  mole- 
cule, atom,  molecular  weight, — in  mathematics  expo- 
nent, radical,  logarithm, — these  may  be  taken  as  ex- 
amples. Electricity  as  your  specialty  should  give 
you  somewhat  more  definitions. 
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Unless  you  have  a  very  retentive  memory,  write 
out  these  definitions  as  you  learn  them.  Do  not  let 
writing  take  the  place  of  memorizing,  but  write  them 
out  and  preserve  them.  Then  from  time  to  time  re- 
turn to  them,  and  you  will  find  that  they  serve  a 
very  useful  purpose,  presenting  a  skeleton  upon 
which  your  structure  of  facts  will  be  carried.  They 
will  act  as  a  sort  of  memoria  technica  for  your  read- 
ing. Your  constant  recurrence  to  them  during  your 
reading  of  physics,  for  instance,  will  make  them  bring 
back  to  you  the  work  of  the  hours  you  have  spent 
over  it. 

Remember  that  it  is  precisely  in  exactness  of  defi- 
nition that  modern  science  surpasses  the  old.  It  is 
but  a  few  years  since  a  book  was  published  in  New 
York  devoted  to  the  supposed  great  doctrine  of  the 
conservation  of  force.  The  truth  is,  there  is  no 
such  law ;  for  years  it  was  preached  at  us  ;  poor 
Faraday  felt  that  it  was  wrong,  but  with  graceful 
humility  bowed  to  authority  and  accepted  it.  So 
this  conservation  of  force  was  kept  as  a  great  doc- 
trine of  science  until  scientists  learned  to  define — 
learned  what  force  is,  and  that  it  is  not  immortal — 
learned  what  energy  is,  and  that  it  is  immortal — and 
threw  overboard  the  absurdity  that  disturbed  Fara- 
day, and  which  was  quietly  accepted  by  many 
lights  in  science. 

Books  are  expensive.  Ruskin  would  have  a  man 
begin  early  in  life  to  collect   his    library.     He    de- 
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spises  circulating  libraries.  But  you  should  only  go 
half-way  with  him.  Collect  your  library,  and  it  need 
only  be  a  very  small  one,  but  use  circulating  libraries 
to  the  best  of  your  opportunities.  They  are  espe- 
cially to  be  commended  for  providing  scientific  jour- 
nals. A  dozen  books  supplemented  by  intelligent 
use  of  a  library — circulating,  society  or  college  col- 
lection— will  carry  you  a  long  way. 

Owning  but  a  small  library,  you  will  be  in  a  fair 
way  to  know  the  books  composing  it  thoroughly, — 
and  this  thoroughness  of  little  knowledge  rather  than 
thinness  of  much  knowledge  is  the  sermon  which  this 
book  is  designed  to  preach. 

As  just  suggested,  the  leading  electrical  journals 
may  be  read  or  looked  over  each  week.  It  is  well  to 
have  the  best  of  them  your  ow^n  and  at  your  disposal. 
But  often  in  the  daily  papers,  magazines  and  else- 
where, little  notes  of  interest  electrically  are  en- 
countered. Certain  data,  such  as  resistance  and  volt- 
age of  different  arc  lamps  or  batteries,  will  be  seen 
in  electrical  journals,  or,  perhaps,  will  be  specially 
ascertained  for  some  purpose.  It  is  a  pity  to  let 
such  matter  escape.  Scrap-books  or  leaves  are  the 
proper  repository  for  them. 

With  scrap-books  every  one  is  familiar,  but  it  is  not 
one  in  a  hundred  that  arranges  them  systematically. 
The  best  way,  all  things  considered,  is  to  paste  in  all 
cuttings,  or  write  in  any  important  item,  without  any 
attempt  at  order. 
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The  next  thing  is  an  index.  This  may  be  made  on 
the  card  principle  if  the  book  assumes  size  enough. 
Or,  if  the  scrap-book  is  small,  a  good  contents  and  a 
complete  index  for  it  can  be  written.  It  is  not  neces- 
sary to  make  the  alphabetical  division  go  further  than 
the  first  letter.  Thus  all  the  A's  can  be  grouped  to- 
gether in  the  order  they  come  in,  and  the  same  can  be 
done  for  all  the  other  letters.  If  you  make  a  card 
index,  then  you  can,  as  one  scrap-book  after  another 
is  added  to  your  list,  simply  keep  up  the  index,  the 
one  answering  for  any  number  of  books. 

If  you  start  a  card  index,  you  may  very  well  include 
in  it  references  to  important  points  treated  in  books. 
Thus  under  "  curve,  characteristic "  any  number  of 
references  to  books  could  be  given.  This  practice 
would  obviate  in  many  cases  the  writing  of  notes  in 
the  scrap-book,  for  of  course  it  will  not  do  to  destroy 
books  by  cutting  scraps  from  them.  A  good  practice, 
if  you  wish  to  carry  out  this  idea,  is  to  carry  a  dozen 
cards  with  you  when  you  go  to  a  library,  or  have 
them  near  you  when  reading  at  home,  and  enter  on 
them  any  references  which  it  seems  likely  will  be  use- 
ful. A  fountain  pen  of  the  anti-blotting  kind  is  use- 
ful for  this  sort  of  work. 

Study  to  use  cards  only  for  really  good  references  ; 
do  not  put  down  indifferent  things,  or  you  will  run 
into  the  danger  of  becoming  a  card  collector  only, 
and  have  no  time  for  anything  else.  The  card  index 
must  be  servant,  not  master — a  means  for  an  end,  and 
not  itself  the  end  sought  for. 
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The  handwriting  for  cards  should  be  clear  and 
good.  Every  one  must  be  written  out  very  carefully, 
as  bad  writing  will  disfigure  the  collection  greatly.  A 
very  open  back  hand  is  excellent. 

Scraps  may  also  be  preserved  on  leaves.  For  this 
purpose  a  quantity  of  sheets  of  paper  cut  to  uniform 
size  and  of  good  quality  for  being  pasted  on  is  re- 
quired. A  single  scrap  or  cutting,  or  more  than  one 
of  very  closely  related  scraps,  go  on  a  single  sheet. 
Only  one  side  is  pasted  on.  Holders  for  these 
are  made  by  doubling  a  piece  of  brown  paper  a  little 
over  twice  the  size  of  the  leaves.  The  latter  may  be 
seven  by  nine  inches  or  thereabouts.  Each  cover 
may  be  numbered,  and  will  hold  tv/enty  or  thirty 
leaves.  Each  sheet  is  numbered  individually,  and  is 
marked  with  its  cover's  number.  A  general  index 
gives  the  desired  reference  to  cover  number  and  sheet 
number. 

Another  way  is  to  put  a  title  on  each  cover  and  put 
into  it  scraps  coming  under  such  title,  which  must  be 
quite  a  general  one.  In  this  case  an  index  may  be 
made  for  each  of  the  little  portfolios. 

There  is  one  trouble  with  scraps.  They  are  apt 
to  lose  value  year  by  year.  The  information 
contained  in  them  either  becomes  antiquated  and  use- 
less, or  it  becomes  so  well  learned  by  frequent  refer- 
ence, that  you  need  no  scrap-book  reference.  This 
is  merely  one  development  or  phase  in  the  art  of  car- 
rying your  note-book  between  your  shoulders. 
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The  best  advice  would  seem  to  be  this — to  collect 
scraps  or  to  make  up  an  index  rerum^  as  the 
general  card  index  may  be  termed,  always  with  the 
exercise  of  great  discrimination,  and  to  collect  and 
note  rather  too  little  than  too  much. 

The  index  rerum  or  card  index  of  things  may  be 
made  to  apply  to  everything  you  do.  When  working 
at  experimental  chemistry  you  may  encounter  inter- 
esting points.  These  may  be  referred  always  or  al- 
most always  to  some  part  of  the  text-book  or  of  some 
book  on  chemistry.  Then  the  insertion  of  a  card 
reference  to  the  text-book  in  the  index  will  fix  the 
fact  for  future  use.  Thus  a  book  is  made  subsidiary 
to  chemical  work,  and  supplies  the  requisite  for  in- 
dexing your  work.  Your  own  private  notes  are  apt 
to  be  of  little  value  until  you  advance  pretty  far  in 
the  profession.     Refer  if  possible  to  books. 

There  are  two  ways  of  reading.  One  is  to  cover 
as  much  ground  as  possible.  Every  book  is  more  or 
less  diffuse,  and  much  can  be  skipped.  Unless  you 
feel  that  you  have  a  very  vigorous  understanding  and 
analytical  powers,  a  dangerous  liberty  will  be  taken 
if  skipping  is  indulged  in.  The  best  parts  may  be 
lost,  or  by  being  gone  over  so  lightly  may  fail  to  be- 
come fixed  in  the  mind.  Here  a  distinction  exists 
between  reading  and  studying.  The  latter  should 
aim  at  completeness  in  degree,  not  so  much  at  extent 
to  be  covered.  But  reading  may  vary  in  amount 
done  according  to  the  topic.     It  is  futile   to   read 


174  SBIvBCTlVB  READING. 

some  books  rapidly.  They  have  to  be  studied  al- 
most word  for  word. 

As  one  advances  in  any  study,  reading  can  be  done 
more  rapidly.  A  good  rule  to  begin  with  is  to  read 
slowly  and  carefully.  After  good  advance  has  been 
made  in  the  science,  selective  or  discriminative  read- 
ing can  be  indulged  in  ;  in  other  words,  one  can  take 
up  a  book  and  skim  through  it,  going  lightly  over  the 
parts  not  directly  appertaining  to  his  wants,  and  giv- 
ing more  attention  to  the  sections  of  most  perti- 
nency. 

Perhaps  the  plan  of  this  book  may  permit  a  slight 
digression  here  in  favor  of  some  biographical  read- 
ing. If  you  wish  to  learn  the  gospel  of  labor  from 
the  best  preachers  thereof,  read  some  biographies. 
Read  the  lives  of  such  men  as  Faraday,  who  could 
have  made  a  very  large  fortune  in  his  profession  if 
he  had  confined  himself  to  commercial  work.  With 
such  a  prospect  before  him,  one  which  would  ordi- 
narily be  called  brilliant,  and  which  is  known  to  have 
been  of  a  nature  to  excite  the  ambition  of  almost 
any  one,  he  voluntarily  relinquished  it,  and  elected  to 
devote  himself  to  pure  science.  This  he  did  for  the 
rest  of  his  career,  and  so  made  himself  a  benefactor 
of  the  human  race.  It  was  a  sacrifice,  and  a  noble 
one. 

Read  the  beautiful  life  of  Clerk  Maxwell,  and  see 
how  his  mind  from  earliest  youth  was  of  a  mathemat- 
ical and  scientific  bent.     The  story  of  his  amicable 
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nature  and  happy  disposition  joined  to  profound 
mathematical  abilities  is  of  the  deepest  interest. 

Other  biographies  of  great  scientists  preach  the 
same  gospel  over  and  over  again.  It  is  work  always 
that  tells — all  were  workers.  Newton,  Davy,  Henry, 
found  no  royal  road  to  success  and  fame.  All  they  got 
was  the  fruit  of  hard  work  and  of  hard  thinking.  They 
are  your  examples.  Hard  thinking  helped  them. 
They  had  hardly  any  library  of  reference  books  to 
appeal  to  ;  they  had  no  luxury  of  reading  such  as  the 
present  generation  enjoy.  Learn  from  them  that 
thinking  as  well  as  reading  is  work,  and  that  to  be 
worth  anything  it  must  be  thoroughly  done. 

So  do  not  let  reading  supplant  thinking  ;  do  not 
let  reading  prevent  you  from  thinking  for  yourself, — 
rather  let  reading  be  the  incentive  to  thought. 

Besides  biographies  there  are  books  which  contain 
anecdotes  of  the  world's  thinkers  and  workers,  and 
these  will  be  interesting  reading.  Such  a  book  is 
Smiles'  ''Self-Help." 

From  biographical  works  and  those  containing  per- 
sonal anecdotes  inspiration  can  be  drawn.  If  they 
only  teach  that  an  uphill  road  is  before  you,  that  the 
best  and  greatest  of  mankind  had  to  climb  it  step  by 
step,  that  there  is  no  easy  way  to  a  true  knowledge 
of  science,  that  unceasing  work  was  the  life  and  de- 
light of  the  great  ones  of  the  world, — if  this  much  is 
taught  by  such  books,  read  them. 

They  should  have  one  of  two  effects  ;  they  should 
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frighten  you  out  of  science,  something  which  may  be 
very  desirable  and  conducive  to  your  own  good ;  or 
they  should  cause  you  to  enter  the  portals  of  science 
with  a  determination  to  be  a  slave  for  years. 

You  probably  will  not  be  a  slave.  You  will  make 
your  living  and  may  even  be  a  successful  electrician 
without  such  labor, — but  with  labor  you  will  be  a  suc- 
cessful man. 

An  inveterate  reader  is  often  one  afflicted  with  a 
peculiar  form  of  laziness.  You  must  be  a  doer,  and 
reading  must  be  a  means  for  the  end  of  doing.  So 
for  you  to  boast  of  having  read  so  many  books  in  a 
year  may  indicate  a  defect,  not  a  merit. 
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CHAPTER  XIX. 

Ethics. 

professional  life — the  gentleman truth,  jus- 
tice   and    honor — examples    of   successful 

lives  —  brush  —  dolbear gulcher  —  lodge 

— pacinotti — elihu    thompson —  conclusion. 

Every  life  has  its  specific  rules  of  action  in  its  re- 
lations to  the  rest  of  the  world,  which  rules  may  be 
comprised  under  the  heading  of  ethics.  These  are  the 
rules  of  honor  and  propriety,  which  tell  us  what  our 
profession  calls  on  us  to  do  in  certain  cases. 

Without  preaching  a  sermon  it  is  hard  to  speak  of 
ethics.  It  must,  however,  be  attempted.  Perhaps  in 
this  connection  the  reader  may  be  willing  to  go  a 
step  further  and  to  accept  as  commentary  on  the  eth- 
ics of  professional  life  the  early  history  of  a  few  dis- 
tinguished scientists.  They  can  act  as  a  conclusion 
to  what  precedes,  and  justify  some  of  the  views  which 
have  been  taken.  Examples  could  be  multiplied  in- 
definitely, for  the  biography  of  scientific  men  is  full 
of  such  lives  as  those  noted  below. 

Be  a  gentleman.  This  is  the  first  advice  to  be 
given  to  any  one  in  any  position  in  life.  But  here 
you  are  entering  the  profession  which  embraced  or 
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embraces  in  its  ranks  such  men  as  Faraday,  Clerk 
Maxwell  and  Sir  William  Thomson.  You  are  to  be 
in  their  company  hereafter, — act  as  if  you  were  in  the 
presence  of  the  true  "  immortals,"  who  have  created 
the  science  of  electricity. 

Be  true.  If  you  have  for  months  thought  over  an 
idea  and  worked  up  some  invention  only  to  find  that 
it  is  useless,  abandon  it.  Do  not  try  to  deceive  any 
one  as  to  its  value.  Be  truthful  even  to  yourself,  and 
do  not  let  self-interest  persuade  you  that  anything  is 
right  which  is  not,  or  that  anything  has  value  which 
has  not.  Many  a  promoter  of  worthless  enterprises 
satisfies  his  conscience  by  first  getting  it  persuaded 
of  the  worth  of  his  schemes  ;  then  he  can  mis- 
lead others  with  less  trouble  of  said  conscience. 

Do  not  be  obstinate.  From  lowest  workman  to 
the  least  scientific  business  man  whom  you  come  in 
contact  with,  every  one  can  tell  you  something.  If 
a  pay-master  teaches  you  to  count  money  rapidly,  you 
have  learned  something.  The  coal  shoveller  can 
show  you  how  to  pick  up  the  last  bit  of  coal  from  the 
floor  by  the  quick  jerk  of  his  shovel.  Do  not  be  too 
obstinate  to  learn  from  every  one.  If  in  the  wrong 
about  anything,  be  quick  to  see  and  acknowledge  it, 
and  learn  what  is  correct  as  soon  as  possible. 

Be  just.  If  you  have  achieved  an  important  result 
aided  by  others,  give  them  due  credit.  Never  be 
guilty  of  the  meanness  and  injustice  of  absorbing  the 
results  of  another's  work.  Here  we  are  brought  face 
to  face  with  another  motto,  namely  : 
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Be  honest.  An  invention  is  the  property  of  the 
maker,  unless  by  special  contract  it  is  otherwise  de- 
termined. A  stolen  invention  when  patented  implies 
not  only  injustice  and  stealing,  but  also  perjury,  for 
a  patentee  has  to  take  a  solemn  oath  that  he  was  the 
original  inventor.  Never  take  a  commission  for 
influencing  the  purchase  of  goods  by  your  em- 
ployer, whether  individual  or  company.  If  you  do, 
you  will  make  yourself  the  slave  of  the  person  whose 
goods  you  have  recommended,  and  will  place  yourself 
in  his  power.  Act  purely  for  the  interest  of  your 
employer.  You  will  lose  no  money  by  doing  this, — 
you  may  lose  the  making  of  money  by  it, — but  be- 
tween these  two  things  there  is  a  wide  distinction. 

Charles  Francis  Brush  stands  as  one  of  America's 
foremost  electrical  engineers.  Born  in  1849  ;  in  1862, 
when  thirteen  years  old,  he  began  experimenting  with 
batteries  and  magnets  ;  two  years  later  he  took  up 
the  construction  of  microscopes  and  telescopes,  even 
grinding  the  lenses  himself.  Induction  coils  and  elec- 
trical apparatus  for  turning  gas  on  and  off,  and  light- 
ing it  in  street  lamps,  were  part  of  his  work  at  this 
early  age.  He  completed  in  two  and  one-half  years 
the  regular  high-school  course  ordinarily  requiring 
four  years,  entered  the  University  of  Michigan,  and 
graduated  one  year  ahead  of  his  class.  Here  we  see 
the  boy  emphatically  the  father  of  the  man. 

Professor  A.  E.  Dolbear  of  Tufts  College,  who 
in  inventing  the  telephone  ran  a   close   race    with 
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Alexander  Graham  Bell,  while  working  in  a  pistol  fac- 
tory, took  up  electricity  at  the  age  of  seventeen.  He 
afterwards  became  a  school  teacher,  then  entered  a 
locomotive  works,  and  at  last,  when  twenty-six  years 
old,  managed  to  enter  college,  having  prepared  him- 
self for  it  by  studying  in  the  evenings  while  working 
in  the  Springfield  Armory.  He  graduated  at  the  age 
of  twenty-nine,  years  older  than  most  college  gradu- 
ates. While  an  undergraduate  he  invented  a  mag- 
neto-telegraph. 

The  life  of  Thomas  A.  Edison  tells  of  long  nights 
of  labor.  When  a  boy  he  practiced  telegraphic 
operating  assiduously,  sometimes  all  night.  When 
his  chance  came  he  was  prepared  to  take  full  advan- 
tage of  it.  He  was  only  a  boy  when  he  invented  his 
automatic  repeater. 

R.  J.  Giilcher  of  Austria,  one  of  the  leading  electri- 
cal engineers  of  the  Continent,  when  but  twenty-three 
years  of  age  was  in  charge  of  a  small  machine-shop 
in  his  father's  cloth  factory.  Three  years  later  he 
made  it  grow  to  be  a  large  iron  foundry  and  machine 
factory.  In  1878  he  bought  a  three-lamp  lighting 
plant  of  Siemens  &  Halske.  He  had  some  trouble 
with  the  arc-lamp  regulators.  This  started  him  into 
electricity.  He  invented  new  lamps  and  dynamos, 
and  elaborated  the  circuits  of  distribution.  He  is 
sometimes  termed  the  inventor  or  discoverer  of  the 
method  of  dividing  the  electric  light. 

Professor  Oliver  Lodge  went  Into  business  with  his 
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father  at  fourteen  years  of  age,  and  remained  so  for 
some  years.  Now  and  then  reading  an  "  English  Me- 
chanic," or  an  article  in  the  "  Penny  Clyclopedia,"  we 
find  him  attending  finally  a  course  of  six  lectures 
by  Tyndall,  and  his  latent  scientific  bent  was  aroused. 
He  took  a  private  course  in  elementary  chemistry. 
Evening  classes  in  chemistry  were  next  attended.  At 
last  by  working  at  odd  hours  he  managed  at  the  age 
of  twenty  to  enter  the  London  University  course,  and 
four  years  later  got  his  degree  of  B.Sc,  and  two 
years  later  he  was  made  a  Doctor  of  Philosophy. 
Here  again  is  a  story  of  night  work  and  of  struggling 
upwards  through  the  greatest  difficulties. 

Antonio  Pacinotti,  nineteen  years  of  age,  built  a 
motor  with  a  ring  armature,  antedating  the  Gramme 
ring.  His  invention  is  cited  often,  and  the  Gramme 
armature  is  often  termed  the  Pacinotti  ring. 

Elihu  Thompson  at  eleven  years  of  age  made  a 
frictional  electric  machine  from  description  only, 
never  having  seen  one.  All  through  his  school  period 
he  worked  at  mechanics  and  made  apparatus,  using 
the  crudest  possible  tools.  He  made  many  pieces  of 
electrical  apparatus,  batteries,  etc.,  and  graduated 
from  the  high  school  at  seventeen  years  of  age. 
After  this  he  constantly  made  apparatus  of  all  kinds, 
while  acting  as  assistant  professor  and  professor  in 
the  same  high  school.  His  splendid  achievements  in 
electrical  engineering  have  since  these  early  days 
won  him  world-wide  fame. 
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The  lives  of  such  men  are  a  commentary  on  this 
book.  In  them  we  see  an  early  taste  for  science  ;  in 
boyhood  they  invent  or  construct  scientific  apparatus. 
The  days  being  necessary  for  them  to  earn  their  liv- 
ings in,  the  evenings  or  whole  nights  are  devoted  to 
study  and  work.  They  go  on,  and  win  their  position. 
Some  reach  high  positions  in  mathematics  ;  some  study 
chemistry  while  little  more  than  boys  ;  some  become 
engineers.  All  do  it  by  a  devotion  to  science  and  by 
hard  and  unceasing  work.  Some  have  no  teachers  ; 
others  with  meager  enough  education  supplement  it 
by  work  in  the  night  schools,  or  by  attending  science 
lectures.  The  few  lives  noted  are  but  a  sample. 
The  engineering  ranks  are  full  of  such  men. 
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THEORY  AND  PRACTICE. 

The  student,  if  he  has  had  some  actual  experience 

in  the  shop  or  office,  has  undoubtedly  heard  allusions 
made  to  theory  and  practice.  He  has  most  likely 
heard  them  spoken  of  as  though  they  were  distinct- 
ly opposed  to  one  another — as  though  a  theoretical 
man  could  not  be  practical  nor  a  practical  man 
theoretical.  Much  of  this  talked-of  antagonism 
existing  between  theory  and  practice  is  the  result 
of  a  misconception  of  what  ''theory"  really  is,  and 
in  using  the  word  "theory"  when  "hypothesis"  is 
what  is  meant. 

A  hypothesis  is  "an  imaginary  state  of  things 
assumed  as  a  basis  for  reasoning/'*  The  various 
ideas  advanced  as  explanations  of  electricity,  gravi- 
tation and  other  natural  mysteries  are  all  h5^potheses. 

To  be  sure,  a  hypothesis  will  explain  phenomena 
to  a  certain  degree,  but  experiment  will  surely 
bring  to  light  many  manifestations  of  these  forces 
which  the  hypothesis  must  balk  at. 

How  different  from  this  then  is  theory,  which 
"agrees  with  all  the  facts  and  disagrees  with  none."* 


*  Standard  Dictionary. 
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Theory  formulates  and  tabulates  the  laws  which  are 
derived  from  a  study  of  the  facts  of  phenomena 
as  developed  by  experiment. 

Theory  provides  the  necessary  data  whereby  a 
practical  man  can  design  a  machine  with  a  cer- 
tainty that  it  will,  when  built,  fulfill  the  require- 
ments for  which  it  was  constructed. 

Examples  of  such  calculations  are  seen  daily  in 
the  structure  of  dynamos,  engines,  cranes,  bridges, 
skyscrapers,  etc. 

It  often  happens,  to  be  sure,  that  a  theoretical 
man  may  not  know  enough  of  machine  shop  prac- 
tice to  design  a  machine  so  that  it  can  be  manufac- 
tured at  a  reasonable  cost  and  thus  contribute  to 
its  commercial  success.  In  such  a  case  it  will  be 
better  for  him  to  confine  himself  to  experimental 
work  or  to  the  calculation  of  essential  dimensions 
of  a  machine  and  advising  with  the  actual  con- 
structor as  to  mechanical  details. 

Get  all  you  can  of  theory  and  how  it  is  applied. 
You  do  not  need  to  memorize  much  more  than 
elementary  facts,  but  if  you  are  accumulating  a 
reference  library  make  it  your  practice  to  have  a 
good  idea  of  the  contents  of  each  book  so  that  when 
facts  are  needed  you  can  at  once  refer  to  the  books 
containing  them  and  find  the  table,  formula  or 
figure  required.* 


See  page  167. 
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AIDS  TO   MATHEMATICS. 

The  writer  introduces  this  subject  with  some 
hesitancy,  fearing  that  the  student  will  turn  at  once 
to  it  expecting  to  find  it  full  of  guide  boards  point- 
ing out  a  royal  road  to  the  acquirement  of  mathe- 
matics. As  such  a  road  does  not  exist  it  will  be 
well  to  explain  that  the  intention  is  to  indicate  cer- 
tain means  for  facilitating  calculation  and  thereby 
saving  time  and  labor. 

It  must,  however,  be  strictly  borne  in  mind  that 
a  good  working  knowledge  of  the  subject  as  out- 
lined in  Chapter  II.  is  essential  to  a  proper  under- 
standing and  right  use  of  these  useful  aids. 

The  simplest  form  of  help  consists  of  the  various 
arithmetical  tables  which  are  contained  in  the  well- 
known  engineers'  pocketbooks.  Such  tables  give 
the  circumferences  and  areas  of  circles  of  various 
diameters;  the  squares,  cubes,  square  roots,  cube 
roots  and  reciprocals  of  a  long  list  of  numbers. 

Many  other  valuable  tables  are  also  included,  but 
those  just  mentioned  are  the  most  often  used. 

Tables  of  logarithms  are  also  of  great  value,  but 
have  been  mentioned  on  page  32. 

The  simplest  mathematical  process  for  which  me- 
chanical aids  have  been  devised  is  that  of  addition, 
but  since  in  the  usual  calculations  of  an  engineer 
addition  is  a  very  simple  matter  we  will  leave  such 
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devices  to  those  for  whom  they  are  more  especially 
designed. 

The  next  processes  in  order  of  difficulty  are  multi- 
plication and  division.  These  can  be  accomplished 
with  perfect  accuracy  on  the  adding  machines  just 
referred  to,  but  they  are  done  more  rapidly  by  ma- 
chines specially  constructed  for  the  work. 

The  simplest  devices  for  this  work  are  known 
as  sHde  rules.  These  may  be  had  in  a  variety  of 
forms  ranging  from  a  pocket  size  in  a  case  like  a 
watch  to  a  large  cylindrical  style  to  stand  on  a  desk. 

The  most  popular  style  is  a  straight  rule  of  about 
ten  inches  in  length,  the  middle  part  sliding,  the 
adjacent  fixed  and  movable  edges  provided  with 
graduations  reading  from  i  to  lo  with  decimal 
subdivisions. 

To  most  people  the  slide  rule  is  a  mystery.  They 
can  understand  readily  enough  how  numbers  can  be 
added  or  subtracted  by  using  a  sliding  scale  divided 
into  equal  parts,  but  they  cannot  conceive  how  multi- 
plication or  division  can  be  accomplished  in  a  similar 
manner.  Just  here  is  where  your  knowledge  of  the 
principles  of  logarithms  will  be  of  great  aid,  for  the 
divisions  on  a  slide  rule  are  proportional  to  the 
logarithms  of  the  numbers  annexed  to  them.  Hence 
it  follows  that  by  adding  or  subtracting  the  spaces 
on  the  slide  and  rule  you  obtain  the  product  or  quo- 
tient of  the  numbers  which  those  spaces  represent. 
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The  slide  rule  is  remarkable  in  being  the  only  me- 
chanical device  (aside  from  tables)  which  will  with 
but  a  single  motion  enable  the  result  to  be  instantly 
attained.    For  example,  such  problems  as 


— -— =  A,   — -- 


=^,  (^y=^,etc.. 


can  be  solved  by  merely  setting  the  slide  in  the 
proper  manner  and  then  reading  off  the  answer  from 
the  graduations  on  the  rule. 

There  is  such  an  immense  variety  of  problems  in 
multiplication,  division,  ratios,  proportions,  squares 
and  square  roots,  etc.,  which  are  of  daily  occurrence 
and  can  be  solved  simply  and  with  sufficient  ac- 
curacy by  the  slide  rule  that  every  student  is  advised 
to  obtain  a  good  one  with  a  book  of  instructions  and 
to  practice  on  it  at  every  opportunity. 

As  the  ordinary  slide  rule  cannot  be  read  to  more 
than  four  significant  figures,  those  who  require 
greater  accuracy  and  rapid  work  use  calculating 
machines  in  which  the  problem  is  set  up  on  num- 
bered wheels  and  the  result  read  directly  from 
other  wheels ;  the  mechanism  to  effect  the  result 
being  operated  by  a  small  crank  turned  by  hand. 
Lest  the  student  be  too  eager  to  acquire  one  of  these 
luxurious  aids  I  would  mention  that  the  Tate  arith- 
mometer, an  imported  machine,  sells  for  $400,  and 
the   Baldwin   calculator,   American   made,   sells   at 
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$250.  Nevertheless,  as  such  machines  are  destined, 
like  the  typewriter,  to  find  their  way  into  every  mer- 
cantile and  engineering  concern,  it  will  be  a  good 
plan  for  the  student  to  take  advantage  of  any  oppor- 
tunity which  presents  itself  to  observe  the  operation 
of  such  an  instrument. 

ELECTRO-CHEMISTRY. 

Since  the  first  appearance  of  this  book  the  science 
and  practice  of  electro-chemistry  has  grown  rapidly, 
vast  plants  for  the  electrolytic  purification  of  copper 
have  been  installed,  the  power  of  Niagara  and  other 
great  waterfalls  has  been  utilized  in  part  to  gen- 
erate intense  heat  in  electric  furnaces  producing 
carborundum,  graphite,  aluminum,  calcium  carbide, 
etc.  Of  these  substances,  carborundum  is  an  entire- 
ly new  product  and  aluminum  and  calcium  carbide 
were  hitherto  laboratory  curiosities  of  a  cost  pro- 
hibiting their  commercial  use.  There  is  plenty  for 
the  competent  electrical  engineer  to  do  in  the  de- 
sign of  machinery  for  operating  such  plants  as 
these.  There  is,  too,  a  large  field  open  to  the  ex- 
perimenter in  devising  or  discovering  economical 
processes  for  the  reduction  of  the  rarer  metals  from 
their  ores,  and  in  other  allied  lines. 

It  is  of  course  obvious  to  the  student  that  a  good 
fundamental  knowledge  of  chemistry  is  an  indis- 
pensable preparation  for  such  original  research. 
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DRAWING. 

In  this  branch  of  engineering  only  the  general 
principles  and  the  modus  operandi  can  be  learned 
from  books.  Actual  practice  and  one's  own  natural 
dexterity  and  neatness  are  the  factors  needful  to 
success  in  drawing  so  far  as  concerns  the  merely 
mechanical  work  of  making  the  drawing.  To 
achieve  success  in  the  designing  of  a  detail  or  of  an 
entire  machine  requires  experience,  knowledge  both 
theoretical  and  practical,  and  a  large  quantity  of 
common  sense. 

The  young  draftsman  should  take  every  possible 
opportunity  to  compare  a  completed  machine  with 
the  drawings  from  which  it  is  built.  This  is  to  give 
him  a  clear  idea  of  how  to  read  a  drawing,  and  will 
show  also  that  certain  parts  when  seen  on  paper 
often  look  very  much  heavier  in  metal. 

In  the  laying  out  of  the  machinery  in  a  central 
station  and  more  especially  in  the  restricted  floor 
space  in  a  modern  apartment  or  office  building  a 
very  good  plan  is  to  make  outline  drawings  on  a 
stout  detail  paper  of  the  floor  plans  of  the  different 
dynamos,  engines,  etc,  which  form  the  installation. 
These  outlines  must  be  to  the  same  scale  as  the 
plan  of  the  engine  room  In  question.  Now  by  cut- 
ting out  these  outlines  they  may  be  placed  on  the 
building  plan  and  shifted  around  until  they  are 
arranged  to  the  best  advantage.    These  pieces  may 
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also  serve  as  templates  to  aid  in  drawing  the  ma- 
chinery in  situ. 

When  the  plan  is  on  tracing  cloth  these  tem- 
plates may  be  arranged  on  the  board  beneath  it 
and  traced  from. 

EDUCATION. 

Within  the  past  ten  years  a  new  factor  has  en- 
tered the  educational  field  in  the  shape  of  Corre- 
spondence Schools.  These  are  of  all  varieties,  some 
even  claiming  to  teach  vocal  music  in  this  manner. 
There  are  several  which  have  a  high  order  of  practi- 
cal lessons  in  electrical  and  kindred  subjects,  and 
it  is  to  these  that  this  brief  section  will  refer. 

The  Correspondence  School  is  intended  primarily 
for  the  self-supporting  young  man,  for  him  whose 
circumstances  will  not  permit  of  his  taking  a  college 
course  or  a  student's  course  in  a  large  factory.  The 
correspondence  system  will  benefit  the  student  just 
in  proportion  as  he  is  diligent  and  persistent  in  work- 
ing out  his  studies. 

The  majority  of  its  students  have  only  the  even- 
ing to  devote  to  the  work;  this  is  of  advantage 
rather  than  otherwise,  for  by  it  one  gets  not  only 
the  instruction,  but  is  kept  from  the  various  care- 
less habits  and  temptations  to  which  the  idle  are  apt 
to  fall  victims. 

These  schools  are  often  of  value  even  to  the  col- 
lege graduate  or  business  man,  as  there  may  be  some 


SPECIAIv  CORRESPONDENCE  COURSES.       193 

subject  he  may  need  to  know  all  the  particulars  of; 
a  special  correspondence  course  on  this  one  topic 
will  prepare  him  to  deal  intelligently  with  it.  As 
an  example  of  this,  take  the  course  in  gas  engines 
which  is  offered  by  one  of  our  prominent  schools ; 
this  is  a  theme  on  which  but  few  people  are  well 
informed  and  even  those  who  run  the  engines  do 
not  always  fully  understand  their  operation.  The 
acquisition  of  this  special  knowledge  is  not  a  bad 
investment  in  these  days  of  direct-connected  gas 
engine  and  dynamo  installations  and  of  gasoline 
automobiles. 

In  selecting  a  correspondence  school  do  not  be 
unduly  attracted  by  offers  of  free  apparatus  or  other 
outward  inducements,  but  ask  rather  to  see  the  com- 
plete instruction  papers  of  the  course ;  you  can  then 
judge  for  yourself  if  the  course  is  one  you  desire 
to  follow. 

WORKING  MODELS. 

Another  useful  adjunct  in  helping  one's  self  to 
acquire  a  technical  education  is  the  construction,  by 
him.self,  of  course,  of  some  working  model  of  an 
engine,  dynamo,  transformer,  or  other  appliance. 

Very  good  sets  of  parts  for  a  small  dynamo  or 
motor  and  a  small  gas  engine  can  be  had  for  a 
reasonable  price. 

The  building  of  such  models  pays  doubly — first, 
for  the  instruction  one  gets  by  the  work;  second. 
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by  the  usefulness  of  the  model  when  made,  as  for 
instance,  a  small  gas  engine  will  run  a  lathe  on 
which  further  devices  may  be  constructed. 

An  excellent  practice  with  such  models  is  to  en- 
ter into  the  theory  of  their  design  so  that,  taking  the 
gas  engine  again  for  example,  one  should  know  the 
area  and  lift  of  the  inlet  and  exhaust  valves,  the 
proper  speed  for  the  given  size  of  cylinder,  the 
length  and  diameter  of  the  main  bearings,  cross- 
section  of  flywheel  rim,  etc.  Work  such  as  this  re- 
moves the  model  from  the  domain  of  toys  and  places 
it  on  the  basis  of  sound  engineering  practice. 

INVENTING. 

While  this  topic  is  pretty  generally  covered  in 
Chapter  XV.,  yet  recent  experiences  of  the  writer 
lead  him  to  deem  a  few  further  remarks  advisable 
respecting  patents  and  models. 

Although  the  United  States  Patent  Office  does 
not  now  require  a  model  of  every  invention,  yet  it 
is  generally  desirable  that  an  inventor  should  have  a 
proper  working  model  of  his  new  device.  There  are 
several  reasons  for  the  construction  of  such  a  model ; 
— to  prove  if  his  invention  be  operative  and  of  any 
real  value ;  to  aid  his  attorney  in  preparing  the  patent 
drawings,  specifications  and  claims ;  and  to  present 
his  device  to  the  investor  and  to  the  manufacturer. 

A  common  mistake  of  inventors  is  to  get  out  their 
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patent  in  as  quick  a  time  as  possible  after  a  new  idea 
enters  their  heads.  As  soon  as  they  feel  the  protec- 
tion of  the  patent  they  take  their  drawings  and 
specifications  to  a  machine  shop  or  model  maker  and 
then  the  trouble  begins.  In  the  first  place,  the  pat- 
ent drawings  are  made  up  regardless  of  the  rules 
of  machine  design  and  due  proportions,  they  are 
simply  intended  to  show  clearly  th^e  detail  features 
of  the  invention.  So  working  drawings  must  be 
gotten  up  in  due  form,  following  the  patent  draw- 
ings as  closely  as  is  feasible.  The  machine  is  then 
built  to  fit  the  patent,  as  it  were.  By  this  time  the 
constructors  and  the  inventors  see  various  details 
susceptible  of  improvement,  and  others  are  changed 
to  make  the  form  of  the  machine  more  suited  to  be 
manufactured  in  quantities  by  modern  machine  shop 
methods. 

By  this  time  the  action  of  the  machine  may  have 
been  so  changed  and  improved  that  a  new  patent  is 
needed  for  its  present  form. 

How  much  better  it  would  have  been  for  him  to 
have  at  first  gone  to  some  trustworthy  firm  of  experi- 
ence in  developing  Inventions,  and,  by  the  aid  of  their 
advice  and  judgment,  developed  his  device  on  eco- 
nomic lines  for  factory  production.  A  patent  can 
then  be  applied  for  which  will  be  worth  much  more 
than  one  for  a  hurriedly  conceived  machine. 

'K  less  common  but  more  grievous  mistake  is  for 
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an  inventor  to  have  so  little  confidence  in  model 
makers  and  so  high  an  opinion  of  his  machine  that 
he  grows  cunning  and  attempts  to  baffle  any  at- 
tempt at  stealing  his  precious  idea  by  having  parts 
of  the  device  constructed  in  different  shops  in  dif- 
ferent towns  and  then  trying  to  assemble  them 
himself  in  a  locked-up,  lonely  room.  He  will  prob- 
ably find  enough  misfits  to  give  him  fits,  but  as  it 
is  usually  the  quondam  inventor  of  a  would-be  "per- 
petual" motion  or  "power  preserver"  who  is  guilty 
of  such  methods  his  punishment  is  the  more  suited 
to  the  crime. 

BOOKS  AND  SCRAPS. 

Assuming  that  you  are  collecting  a  reference 
library,  a  brief  description  of  how  to  open  a  book 
is  appropriate. 

"Hold  the  book  with  its  back  on  a  smooth  or  cov- 
ered table ;  let  the  front  board  down,  then  the  other, 
holding  the  leaves  in  one  hand  while  you  open  a 
few  leaves  at  the  back,  then  a  few  at  the  front,  and 
so  c^,  alternately  opening  back  and  front,  gently 
pressing  open  the  sections  till  you  reach  the  center 
of  the  volume.  Do  this  two  or  three  times  and  you 
will  obtain  the  best  results.  Open  the  volume  vio- 
lently or  carelessly  in  any  one  place  and  you  will 
likely  break  the  back  and  cause  a  start  In  the  leaves. 
Never  force  the  back  of  the  book."* 


*From  "  Modern  Bookbinding.' 
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A  convenient  device  recently  placed  on  the  mar- 
ket is  a  loose  leaf  scrap  book.  By  means  of  this  one 
may  keep  all  scraps  on  any  one  subject  together. 
Like  the  card  index,  it  allows  of  innumerable 
classifications.  The  same  thing  may  be  made  by  get- 
ting a  stationer  to  furnish  a  quantity  of  manila 
sheets  cut  to  fit  any  good  self-binder.  These  sheets 
when  occupied  by  the  scraps  are  arranged  by  classes 
in  the  binder  and  are  added  to  whenever  extended 
room  on  any  subject  is  required. 

THE   STUDY  OF   WIRELESS. 

An  important  subject  for  the  electrician  to  in- 
terest himself  in  is  Wireless  Telegraphy,  as  this 
plays  a  very  important  part  in  the  world's  affairs. 

One  of  the  most  convincing  proofs  of  the  ad- 
vancement of  wireless  and  the  increasing  demands 
upon  its  practical  application  is  the  inauguration  of 
schools  for  the  teaching  of  this  new  art  and  the 
establishing  of  wireless  classes  in  nearly  all  of  the 
principal  public  schools  of  the  country.  The  gen- 
eral method  adopted  by  all  the  leading  scientific  in- 
stitutions, by  which  the  student  is  carried  by  easy 
stages  from  a  raw  recruit  to  a  practical  wireless 
operator  and  engineer,  is  as  follows :  The  first 
period  of  learning  is  the  memorizing  of  the  tele- 
graph code  followed  by  actual  practice  in  sending 
and   receiving,   by   means    of   special    devices    that 
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train  the  ear  to  receive  wireless  buzzer  sisals  in- 
stead of  clicks.  Interspersed  with  this  practice  are 
lessons  in  elementary  arithmetic,  lettering,  draw- 
ing of  all  wireless  circuits^  etc. 

After  thoroughly  learning  to   send  and  receive 
wireless  signals  at  the  required  speed  the  pupil  is 


DETECTOR 


Fig,  5— A  simple  receiving  arrangement.  The  detector  rectifies  the 
oscillatory  currents  passing  from  the  aerial  to  the  ground  so  that  they 
will  flow  through  the  telephone  receiver  and  register  as  sound. 

advanced  into  the  wireless  telegraph  and  telephone 
classes,  where  he  is  taught  the  practical  and  theo- 
retical construction  and  operation  of  the  various  in- 
struments comprising  the  different  systems.  Thor- 
ough instruction  is  given  on  selection  of  station 
sites,  building  of  proper  grounds,  antennae,  etc.,  to 
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meet  all  demands,  together  with  drawing  and  mak- 
ing of  blue  prints,  calculating  capacity  of  condensers 
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Fig.  6— An  amateur  aerial  (flat-top). 
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and  coils  by  the  mathematical  method,  and  by  ex- 
perimental means.  Cross  section  paper  is  used  for 
plotting  various  calibration  curves  of  coils,  etc. 

Students  are  made  to  design  and  construct  some 
type  of  wireless  instrument,  and  the  inventive 
ability  displayed  by  some  occasional  "Tesla"  is  re- 
markable indeed. 
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BRAZING    AND    SOLDERING 


BRAZING  AND  SOLDERING.  By  James  F.  Hob  art. 
The  only  book  that  shows  you  just  how  to  handle  any  job  of 
brazing  or  soldering  that  comes  along;  tells  you  what  mixture 
to  use,  how  to  make  a  furnace  if  you  need  one.  Full  of  kinks. 
4th  edition.  35  cents 


CHARTS 


BATTLESHIP  CHART.  An  engraving  which  shows  the 
details  of  a  battleship  as  if  the  sides  were  of  glass  and  you  could 
see  all  the  interior.  The  finest  piece  of  work  that  has  ever  been 
done.  So  accurate  that  it  is  used  at  Annapolis  for  instruction 
purposes.  Shows  all  details  and  gives  correct  name  of  every 
part.    28  X  42  inches — plate  paper.  60  cents 

BOX  CAR  CHART.  A  chart  showing  the  anatomy  of  a  box 
car,  having  every  part  of  the  car  numbered  and  its  proper  name 
given  in  a  reference  list.  30  cents 


GONDOLA  CAR  CHART.  A  chart  showing  the  anatomy 
of  a  gondola  car,  having  every  part  of  the  car  numbered  and  its 
proper  reference  name  given  in  a  reference  list.  30  cents 


P ASSEN  GER  CAR  CHART.  A  chart  showing  the  anatomy 
of  a  passenger  car,  having  every  part  of  the  car  numbered  and  its 
proper  name  given  in  a  reference  list.  30  cents 


TRACTIVE  POWER  CHART.  A  chart  v/hereby  you  can 
find  the  tractive  power  or  drawbar  pull  of  any  locomotive, 
without  making  a  figure.  Shows  what  cylinders  are  equal,  how 
driving  wheels  and  steam  pressure  affect  the  power.  What  sized 
engine  you  need  to  exert  a  given  drawbar  pull  or  anything  you 
desire  in  this  line.  50  cents 


WESTINGHOUSE  AIR-BRAKE  CHARTS.  Chart  I.— 
Shows  (in  colors)  the  most  modem  Westinghouse  High  Speed 
and  Signal  Equipment  used  on  Passenger  Engines,  Passenger 
Engine  Tenders,  and  Passenger  Cars.  Chart  II. — Shows  (in 
colors)  the  Standard  "Westinghouse  Equipment  for  Freight 
and  Switch  Engines,  Freight  and  Switch  Engine  Tenders,  and 
Freight  Gars.    Price  for  the  set,  60  cents 


CHEMISTRY 

HENLEY'S  TWENTIETH  CENTURY  BOOK  OF 
RECEIPTS,  FORMULAS  AND  PROCESSES.  Edited  by 
Gardner  D.  Hiscox.  The  most  valuable  Techno-chemical 
Receipt  Book  published,  including  over  10,000  selected  scientific 
chemical,  technological,  and  practical  receipts  and  processes. 
See  page  24  for  full  description  of  this  book.  S3.00 

CIVIL  ENGINEERING 

HENLEY'S  ENCYCLOPEDIA  OF  PRACTICAL  EN- 
GINEERING AND  ALLIED  TRADES.  Edited  by  Joseph 
G.  Horner,  A.M. I.,  M.E.  This  set  of  five  volumes  contains 
about  2,500  pages  with  thousands  of  illustrations,  including  dia- 
grammatic and  sectional  drawings  with  full  explanatory  details. 
It  covers  the  entire  practice  of  Civil  and  Mechanical  Engineering. 
It  tells  you  all  you  want  to  know  about  engineering  and  tells  it 
so  simply,  so  clearly,  so  concisely  that  one  cannot  help  but 
understand.  $6.00  per  volume  or  $35.00  for  complete  set  of  five 
volumes. 

COKE 


COKE— MODERN  COKING  PRACTICE;  INCLUDING 
THE    ANALYSIS    OF    MATERIALS     AND    PRODUCTS. 

By  T.  H.  Byrom,  Fellow  of  the  Institute  of  Chemistry,  Fellow 
of  The  Chemical  Society,  etc.,  and  J.  E.  Christopher,  Member 
of  the  Society  of  Chemical  Industry,  etc.  A  handbook  for 
those  engaged  in  Coke  manufacture  and  the  recovery  of  By- 
products.   _  Fully  illustrated  with  folding  plates. 

The  subject  of  Coke  Manufacture  is  of  rapidly  increasing  in- 
terest and  significance,  embracing  as  it  does  the  recovery  of 
valuable  by-products  in  which  scientific  control  is  of  the  first 
"mportance.  It  has  been  the  aim  of  the  authors,  in  preparing 
<his  book,  to  produce  one  which  shall  be  of  use  and  benefit  to 
those  who  are  associated  with,  or  interested  in,  the  modem  de- 
v<jlopments  of  the  industry. 

Contents:  Chap.  I.  Introductory.  Chap.  II.  General  Classi- 
fication of  Fuels.  Chap.  III.  Coal  Washing.  Chap.  IV.  The 
Sampling  and  Valuation  of  Coal,  Coke,  etc.  Chap.  V.  The 
Calorific  Power  of  Coal  and  Coke.  Chap.  VI.  Coke  Ovens. 
Chap.  VII.  Coke  Ovens,  continued.  Chap.  VIII.  Cok«  Ovens, 
continued.  Chap.  IX.  Charging  and  Discharging  of  Coke  Ovens. 
Chap.  X.  Cooling  and  Condensing  Plant.  Chap.  XL  Gas  Ex- 
hausters. Chap.  XII.  Composition  and  Analysis  of  Ammoniacal 
Liquor.  Chap.  XIII.  Working  up  of  Ammoniacal  Liquor. 
Chap.  XIV.  Treatment  of  Waste  Gases  from  Sulphate  Plants. 
Chap.  XV.  Valuation  of  Ammonium  Sulphate.  Chap.  XVI. 
Direct  Recovery  of  Ammonia  from  Coke  Oven  Gases.  Chap. 
XVIL  burolus  Gas  from  Coke  Oven.  Useful  Tables.  Very 
fully  illustrated.  $3.60  net 

COMPRESSED   AIR 


COMPRESSED  AIR  IN  ALL  ITS  APPLICATIONS.     By 

Gardner  D.  Hiscox.  This  is  the  most  complete  book  on  the 
subject  of  Air  that  has  ever  been  issued,  and  its  thirty-five 
chapters  include  about  every  phase  of  the  subject  one  can  think 
of.  It  may  be  called  an  encyclopedia  of  compressed  air.  It  is 
written  by  an  exncrt,  who,  in  its  665  pages,  has  dealt  with  the 
subject  in  a  comprehensive  manner,  no  phase  of  it  being  omitted. 
Over  500  illustrav-ons,  sth  Edition,  revised  and  enlarged. 
Cloth  bound;  $6.00,,    ialf  morocco,  $6.60 


CONCRETE 


ORNAMENTAL  CONCRETE  WITHOUT  MOLDS.     By  A.  A. 

Houghton.  The  process  for  making  ornamental  concrete  with- 
out molds,  has  lonoj  been  held  as  a  secret  and  now,  for  the  first 
time,  this  process  is  given  to  the  public.  The  book  reveals  the 
secret  and  is  the  only  book  published  which  explains  a  simple, 
practical  method  whereby  the  concrete  worker  is  enabled,  by 
employing  wood  and  metal  templates  of  different  designs,  to 
mold  or  model  in  concrete  any  Cornice,  Archivolt,  Column, 
Pedestal,  Base  Cap,  Urn  or  Pier  in  a  monolithic  form — right 
upon  the  job.  These  may  be  molded  in  units  or  blocks,  and 
then  built  up  to  suit  the  specifications  demanded.  This  work 
is  fully  illustrated,  with  detailed  engravings.  83.00 

POPULAR  HAND  BOOK  FOR  CEMENT  AND  CON- 
CRETE USERS,  By  Myron  H.  Lewis,  C.E.  This  is  a  con- 
cise treatise  of  the  principles  and  methods  employed  in  the 
manufacture  and  use  of  cement  in  all  classes  of  modern  works. 
The  author  has  brought  together  in  this  work,  all  the  salient 
matter  of  interest  to  the  user  of  concrete  and  its  many  diversified 
products.  The  matter  is  presented  in  logical  and  systematic 
order,  clearly  written,  fully  illustrated  and  free  from  involved 
mathematics.  Everything  of  value  to  the  concrete  user  is  given. 
Among  the  chapters  contained  in  the  book  are:  I.  Historical 
Development  of  the  Uses  of  Cement  and  Concrete.  II.  Glossary 
of  Terms  employed  in  Cement  and  Concrete  work.  III.  Kinds 
of  Cement  employed  in  Construction.  IV.  Limes,  Ordinary  and 
Hydraulic.  V.  Lime  Plasters.  VI.  Natural  Cements.  VII. 
Portland  Cements.  VIII.  Inspection  and  Testing.  IX.  Adul- 
teration; or  Foreign  Substances  in  Cement.  X.  Sand,  Gravel 
and  Broken  Stone.  XL  Mortar.  XII.  Grout.  XIII.  Con- 
crete (Plain).  XIV.  Concrete  (Reinforced).  XV.  Methods 
and  Kinds  of  Reinforcements.  XVI.  Forms  for  Plain  and  Re- 
inforced Concrete.  XVII.  Concrete  Blocks.  XVIII.  Arti- 
ficial Stone.  XIX.  Concrete  Tiles.  XX.  Concrete  Pipes  and 
Conduits.  XXI.  Concrete  Piles.  XXII.  Concrete  Buildings. 
XXIII.  Concrete  in  Water  Works.  XXIV.  Concrete  in  Sewer 
Works.  XXV.  Concrete  in  Highway  Construction.  XXVI. 
Concrete  Retaining  Walls.  XXVII.  Concrete  Arches  and 
Abutments.  XXVIII.  Concrete  in  Subway  and  Tunnels. 
XXIX.  Concrete  in  Bridge  Work.  XXX.  Concrete  in  Docks 
and  Wharves.  XXXI.  Concrete  Construction  under  Water. 
XXXII.  Concrete  on  the  Farm.  XXXIII.  Concrete  Chimneys. 
XXXIV.  Concrete  for  Ornamentation.  XXXV.  Concrete 
Mausoleums  and  Miscellaneous  Uses.  XXXVI.  Inspection  for 
Concrete  Work.  XXX VI I.  Waterproofing  Concrete  Work. 
XXXVIII.  Coloring  and  Painting  Concrete  Work.  XXXIX. 
Method  of  Finishing  Concrete  Surfaces.  XL.  Specifications  and 
Estimates  for  Concrete  Work.     __,  $2.50 

DICTIONARIES 


STANDARD      ELECTRICAL      DICTIONARY.     By    T. 

O'CoNOR  Sloane.  An  indispensable  work  to  all  interested  in 
electrical  science.  Suitable  alike  for  the  student  and  profession- 
al. A  practical  hand-book  of  reference  containing  definitions 
of  about  5,000  distinct  words,  terms  and  phrases.  The  defini- 
tions are  terse  and  concise  and  include  every  term  used  in  electri- 
cal science.  Recently  issued.  An  entirely  new  edition.  Should 
be  in  the  possession  of  all  who  desire  to  keep  ftbreast  with  the 
progress  of  this  branch  of  science.  Complete,  concise  aod  con- 
venient.    6S2  pages — 393  illustrations.  93.90 


DIES— METAL   WORK 


DIBS.  I'HKIR  CONSTRUCTION  AND  USE  FOB  THE 
lVIODEBN    working    of    SHEET    METALS.      By    J.    V. 

WooDwoRTH.  A  new  book  by  a  practical  man,  for  those  who 
wish  to  know  the  latest  practice  in  the  working  of  sheet  metals. 
It  shows  how  dies  are  designed,  made  and  used,  and  those  who 
are  engaged  in  this  line  of  work  can  secure  many  valuable  sug- 
gestions. S3. 00 

PUNCHES,  DIES  AND  TOOIiS  FOR  MANUFACTUR- 
ING IN  PRESSES.  By  J.  V.  Wood  worth.  An  encyclo- 
pedia of  die-making,  punch-making,  die-sinking,  sheet-metal 
working^,  and  making  of  special  tools,  subpresses,  devices  and 
mechanical  combinations  for  punching,  cutting,  bending,  form- 
ing, piercing,  drawing,  compressing,  and  assembling  sheet- 
metal  parts  and  also  articles  of  other  materials  in  m.achine 
tools.  This  is  a  distinct  work  from  the  author's  book  entitled 
"Dies;  Their  Construction  and  Use."  500  pages,  700  engrav- 
ings. «4.00 

DRAWING— SKETCHING   PAPER 


LINEAR  PERSPECTIVE  SELF-TAUGHT.  By  Herman 
T.  C.  Kraus.  This  work  gives  the  theory  and  practice  of  linear 
perspective,  as  used  in  architectural,  engineering,  and  mechanical 
drawings.  Persons  taking  up  the  study  of  the  subject  by  them- 
selves, without  the  aid  of  a  teacher,  will  be  able  by  the  use  of  the 
instruction  given  to  readily  grasp  the  subject,  and  by  reason- 
able practice  become  good  perspective  draftsmen.  The  arrange- 
ment of  the  book  is  good;  the  plate  is  on  the  left-hand,  while  the 
descriptive  text  follows  on  the  opposite  page,  so  as  to  be  readily 
referred  to.  The  drawings  are  on  sufficiently  large  scale  to  show 
the  work  clearly  and  are  plainly  figured.  The  whole  work  makes 
a  very  complete  course  on  perspective  drawing,  and  will  be 
found  of  great  value  to  architects,  civil  and  mechanical  engineers, 
patent  attorneys,  art  designers,  engravers,  and  draftsmen.    $3.60 

PRACTICAL  PERSPECTIVE.  By  Richards  and  Colvin. 
Shows  just  how  to  make  all  kinds  of  mechanical  drawings  in  the 
only  practical  perspective  isometric.  Makes  everything  plain 
so  that  any  mechanic  can  understand  a  sketch  or  drawing  in 
this  way.  Saves  time  in  the  drawing  room  and  mistakes  in  the 
shops.    Contains  practical  examples  of  various  classes  of  work. 

60  cents 

SELF-TAUGHT  MECHANICAL  DRAWING  AND  ELE- 
MENTARY MACHINE  DESIGN.  By  F.  L.  Sylvester,  M.E., 
Draftsman,  with  additions  by  Erik  Oberg,  associate  editor  of 
"Machinery."  A  practical  elementary  treatise  on  Mechanical 
Drawing  and  Machine  Design,  comprising  the  first  prinqiples  of 
geometric  and  mechanical  drawing,  workshop  mathematics, 
mechanics,  strength  of  materials  and  the  calculation  and  design 
of  machine  details,  compiled  for  the  use  of  practical  mechanics 
and  young  draftsmen.  83.00 

A  NEW  SKETCHING  PAPER.  A  new  specially  ruled  paper 
to  enable  you  to  make  sketches  or  drawings  in  isometric  per- 
spective without  any  figuring  or  fussing.  It  is  being  u»©d  for 
shop  details  as  well  as  for  assembly  drawings,  as  it  makes  one 
sketch  do  the  work  of  three,  and  no  workman  can  help  seeing 
just  what  is  wanted.  Pads  of  40  sheets,  6  x  q  inches,  25  cents. 
Pads  of  40  sheets,  9x12  inches,  60  cents 


ELECTRICITY 


ARITHMETIC  OF  ELECTRICITY.  By  Prof.  T.  O'CoNOB 
Sloane.  a  practical  treatise  on  electrical  calculations  of  al] 
kinds  reduced  to  a  series  of  rules,  all  of  the  sinapleet  forms,  and 
involving  only  ordinary  arithmetic;  each  rule  illustrated  by 
one  or  more  practical  problems,  with  detailed  solution  of  each 
one.  This  book  is  classed  among  the  most  useful  works  pub- 
lished on  the  science  of  electricity  covering  as  it  does  th©  mathe- 
matics ci  electricity  in  a  manner  that  will  attract  the  attention 
of  those  who  are  not  familiar  with  algebraical  formulas.     i6o 


pg,ges. 


SI.  00 


COMMUTATOR  CONSTRUCTION.  By  Wm.  Baxter, 
Jr.  The  business  end  of  any  dynamo  or  motor  of  the  direct 
current  type  is  the  commutator.  This  book  goes  into  the  de- 
signing, building,  and  maintenance  of  commutators,  shows 
how  to  locate  troubles  and  how  to  remedy  them;  everyone  who 
fusses  with  dynamos  needs  this.  35  cents 

DYNAMO  BUILDING  FOR  AMATEURS,  OR  HOW  TO 
CONSTRUCT  A  FIFTY  WATT  DYNAMO.  By  Arthur 
J.  Weed,  Member  of  N.  Y.  Electrical  Society.  This  book  is  a 
practical  treatise  showing  in  detail  the  construction  of  a  small 
dynamo  or  motor,  the  entire  machine  work  of  which  can  be  done 
on  a  small  foot  lathe. 

Dimensioned  working  drawings  are  given  for  each  piece  of 
machine  work  and  each  operation  is  clearly  described. 

This  machine  when  used  as  a  dynamo  has  an  output  of  fifty 
watts;  when  used  as  a  motor  it  will  drive  a  small  drill  press  or 
lathe.  It  can  be  used  to  drive  a  sewing  machine  on  any  and  all 
ordinary  work. 

The  book  is  illustrated  with  more  than  sixty  original  engrav- 
ings showing  the  actual  construction  of  the  different  parts.  Paper. 

Paper  50  cents     Cloth  SI .00 

ELECTRIC  FURNACES  AND  THEIR  INDUSTRIAL 
APPLICATIONS.  By  J.  Wright.  This  is  a  book  which  will 
prove  of  interest  to  many  classes  of  people;  the  manufacturer 
who  desires  to  know  what  product  can  be  maniofacttired  success*^ 
fully  in  the  electric  furnace,  the  chemist  who  wishes  to  post 
himself  on  the  electro-chemistry,  and  the  student  of  scienca 
who  merely  looks  into  the  subject  from  curiosity.     288  pages. 

S3.00 

ELECTRIC  LIGHTING  AND  EDEATING  POCKET 
BOOK.  By  Sydney  F.  Walker.  This  book  puts  in  conven- 
ient form  useful  information  regarding  the  apparatus  which  is 
likely  to  be  attached  to  the  mains  of  an  electrical  company. 
Tables  of  units  and  equivalents  are  included  and  useful  electrical 
laws  and  formulas  are  stated.     43  8  pages,  3  00  engravings.     S3. 00 

ELECTRIC  TOY  MAKING,  DYNAMO  BUILDING,  AND 
ELECTRIC  MOTOR  CONSTRUCTION.  This  work  treats 
of  the  making  at  home  of  electrical  toys,  electrical  apparatus, 
m.otors,  dynamos,  and  instruments  in  general,  and  is  designed  to 
bring  within  the  reach  of  young  and  old  the  manufacture  of  gen- 
uine and  upefiil  electrical  appliances.  185  pages.  Fully  illus- 
trated. Sl.OiB 


ELECTRIC  WIRING,  DIAGRAMS  AND  SWITCH- 
.  BOARDS.  By  Newton  Harrison.  This  is  the  only  complete 
work  issued  showing  and  telling  you  what  you  should  know 
about  direct  and  alternating  current  wiring.  It  is  a  ready 
reference.  The  work  is  free  from  advanced  technicalities  and 
mathematics.  Arithmetic  being  used  throughout.  It  is  in  every 
respect  a  handy,  well-written,  instructive,  comprehensive 
volume  on  v/iring  for  the  wireman,  foreman,  contractor  or  elec- 
trician.    272  pages,  I  OS  illustrations,  $1.50 

"ELECTRICIAN'S  HANDY  BOOK.  By  Prof.  T.  O'Conor 
Sloane.  This  work  is  intended  for  the  practical  electrician, 
who  has  to  make  things  go.  The  entire  field  of  Electr,icity  is 
covered  within  its  pages.  It  contains  no  useless  theory;  every- 
thing is  to  the  point.  It  teaches  you  just  what  you  should 
know  about  electricity.  It  is  the  standard  work  published  on 
the  subject.  Forty-one  chapters,  610  engravings,  handsomely 
bound  in  red  leather  with  titles  and  edges  in  gold.  $3.60 

ELECTRICITY  IN  FACTORIES  AND  WORKSHOPS, 
ITS  COST  AND  CONVENIENCE.  By  Arthur  P.  Haslam. 
A  practical  book  for  power  producers  and  power  users  showing 
what  a  convenience  the  electric  motor,  in  its  various  forms,  has 
become  to  the  modern  manufacturer.  It  also  deals  with  the 
conditions  which  determine  the  cost  of  electric  driving,  and 
compares  this  with  other  methods  of  producing  and  util'7;ing 
power.     312  pages.     Very  fully  illustrated.  $5*. 50 

ELECTRICITY  SIMPLIFIED.  By  Prof.  T.  O'Conor 
Sloane.  The  object  of  "Electricity  Simplified"  is  to  make  the 
subject  as  plain  as  possible  and  to  show  what  the  modem  con- 
ception of  electricity  is;  to  show  how  two  plates  of  different 
metals  immersed  in  acid  can  send  a  message  around  the  globe; 
to  explain  how  a  bundle  of  copper  wire  rotated  by  a  steam  engine 
can  be  the  agent  in  lighting  our  streets,  to  tell  what  the  volt,  ohm 
and  ampere  are,  and  what  high  and  low  tension  mean;  and  to 
answer  the  questions  that  perpetually  arise  in  the  mind  in  this 
age  of  electricity.     172  pages.     Illustrated.  $1.00 

HOW    TO  BECOME    A  SUCCESSFUL  ELECTRICIAN. 

By  Prof.  T.  O'Conor  Sloane.  An  interesting  book  from  cover 
to  cover.  Telling  in  simplest  language  the  surest  and  easiest  way 
to  become  a  successful  electrician.  The  studies  to  be  followed, 
methods  of  work,  field  of  operation  and  the  requirements  of  the 
successful  electrician  are  poirkted  out  and  fully  explained. 
202  pages.     Illustrated.  $1.00 

MANAGEMENT  OP  DYNAMOS.  By  Lummis-Pater- 
son.  a  handbook  of  theory  and  practice.  This  work  is  arranged 
in  three  parts.  The  first  part  covers  the  elementary  theory  of 
the  dynamo.  The  second  part,  the  construction  and  action  of 
the  different  classes  of  dynamos  in  common  use  are  described; 
while  the  third  part  relates  to  such  matters  as  aft'ect  the  prac- 
tical management  and  working  of  dynamos  and  motors.  292 
pages,  117  illustrations.  $1.50 

STANDARD  ELECTRICAL  DICTIONARY.  By  Prof.  T, 
O'Conor'  Sloane.  A  practical  handbook  of  reference  contain- 
ing definitions  of  about  5,000  distinct  words,  terms  and  phrases. 
The  definitions  are  terse  and  concise  and  include  everv  term 
Vised  in  electrical  science.     682  pages,  393  illustrations,         $3.00 
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SWITCHBOARDS.  By  William  Baxter,  Jr.  This  book 
appeals  to  every  engineer  and  electrician  who  wants  to  know 
the  practical  side  of  things.  All  sorts  and  conditions  of  dynamos, 
connections  and  circuits  are  shown  by  diagram  and  illustrate 
just  how  the  switchboard  should  be  connected.  Includes  direct 
and  alternating  current  boards,  also  those  for  arc  lighting,  in- 
candescent, and  power  circuits.  Special  treatment  on  high 
voltage  boards  for  power  transmission.     190  pages.     Illustrated. 

SI. 50 

TELEPHONE  CONSTRUCTION,  INSTALLATION, 
WIRING,  OPERATION  AND  MAINTENANCE.     By  W.  H. 

Radcliffe  and  H.  C.  Gushing.  This  book  gives  the  principles 
of  construction  and  operation  of  both  the  Bell  and  Independent 
instruments;  approved  methods  of  installing  and  wiring  them; 
the  means  of  protecting  them  from  lightning  and  abnormal  cur- 
rents; their  connection  together  for  operation  as  series  or  bridg- 
ing stations;  and  rules  for  their  inspection  and  maintenance. 
Line  wiring  and  the  wiring  and  operation  of  special  telephone 
systems  are  also  treated.     180  pages,  125  illustrations.        81.00 

WIRING  A  HOUSE.  By  Herbert  Pratt.  Shows  a  house 
already  built;'  tells  just  how  to  start  about  wiring  it.  Where  to 
begin;  what  wire  to  use;  how  to  run  it  according  to  insurance 
rules,  in  fact  just  the  information  you  need.  Directions  apply 
equally  to  a  shop.     Fourth  edition.  35  cents 

WIRELESS  TELEPHONES  AND  HOW  THEY  WORK. 

By  James  Erskine-Murray.  This  work  is  free  from  elaborate 
details  and  aims  at  giving  a  clear  survey  of  the  way  in  which 
Wireless  Telephones  work.  It  is  intended  for  amateur  workers 
and  for  those  whose  knowledge  of  Electricity  is  slight.  Chap- 
ters contained:  How  We  Hear — Historical — The  Conversion  of 
Sound  into  Electric  Waves  — Wireless  Transmission — The  Pro- 
duction of  Alternating  Currents  of  High  Frequency — How  the 
Electric  Waves  are  Radiated  and  Received — The  Receiving 
Instruments — Detectors — Achievements  and  Expectations — 
Glossary  of  Technical  Work.     Cloth.  SI. 00 


ENAMELING 


HENLEY'S  TWENTIETH  CENTURY  RECEIPT  BOOK. 

Edited  by  Gardner  D.  Hiscox.  A  work  of  10,000  practical 
receipts,  including  enameling  receipts  for  hollow  ware,  for 
metals,  for  signs,  for  china  and  porcelain,  for  wood,  etc.  Thor- 
ough and  practical.  See  page  24  for  full  description  of  this  book. 

S3.00 

FACTORY  MANAGEMENT,  ETC. 


MODERN  MACHINE  SHOP  CONSTRUCTION,  EQUIP- 
MENT AND  MANAGEMENT.  By  O.  E.  Perrigo,  M.E.  A 
work  designed  for  the  practical  and  every-day  use  of  the  Archi- 
tect who  designs,  the  Manufacturers  who  build,  the  Engineers 
who  plan  and  equip,  the  Superintendents  who  organize  and 
direct,  and  for  the  information  of  every  stockholder,  director, 
officer,  accountant,  clerk,  superintendent,  foreman,  and  work- 
man of  the  modem  machine  shop  and  manufacturing  plant  of 
Industrial  America.  $5.00 


FUEL 

*.  JMBUSTION  OF  COAI.  AND  THE  PREVENTION 
OF  SMOKE.  By  Wm.  M.  Barr.  To  be  a  success  a  fireman 
must  be  "Light  on  Coal."  He  must  keep  his  fire  in  good  con- 
dition, and  prevent,  as  far  as  possible,  the  smoke  nuisance. 
To  do  this,  he  should  know  how  coal  burns,  how  smoke  is  form.ed 
and  the  proper  burning  of  fuel  to  obtain  the  best  results.  He 
can  learn  this,  and  more  too,  from  Barr's  "Combustion  of  Coal." 
It  is  an  absolute  authority  on  all  questions  relating  to  the  Firing 
of  a  Locomotive.    Nearly  3  50  pages,  fully  illustrated.  «1.00 

SMOKE    PREVENTION  AND  FUEL.  ECONOMY.     By 

Booth  and  Kershaw.  As  the  title  indicates,  this  book  of  197 
pages  and  75  illustrations  deals  with  the  problem  of  complete 
combustion,  which  it  treats  from  the  chemical  and  mechanical 
standpoints,  besides  pointing  out  the  economical  and  humani- 
tarian aspects  of  the  question,  92.50 


GAS   ENGINES   AND   GAS 


CHEMISTRY  OF    GAS  MANUFACTURE.      By  H.    M. 

RoYLES.  A  practical  treatise  for  the  use  of  gas  engineers,  gas 
managers  and  students.  Including  among  its  contents — Prepa- 
rations of  Standard  Solutions,  Coal,  Furnaces,  Testing  and 
Regulation.  Products  of  Carbonization.  Analysis  of  Crude  Coal 
Gas.  Analysis  of  Lime.  Ammonia.  Analysis  of  Oxide  of  Iron. 
Naphthalene.  Analysis  of  Fire-Bricks  and  Fire-Clay.  Weldom 
Hnd  Spent  Oxide.  Photometry  and  Gas  Testing.  Carbur- 
etted  Water  Gas.  Metropolis  Gas.  Miscellaneous  Extracts. 
Useful  Tables.  $4.60 

GAS  ENGINE  CONSTRUCTION,  Or  How  to  Build  a  Half- 
Horse-power  Gas  Engine.  By  Parsell  and  Weed.  A  prac- 
tical treatise  describing  the  theory  and  principles  of  the  action  of 
gas  engines  of  various  types,  and  the  design  and  construction  of  a 
half-horse-power  gas  engine,  with  illustrations  of  the  work  in 
actual  progress,  together  with  dimensioned  working  drawings  giv- 
ing clearly  the  sizes  of  the  various  details.    300  pages.  $2.50 

GAS,  GASOLINE,  AND  OIL  ENGINES.  By  Gardner  D. 

Hiscox.  Just  issued,  1 8th  revised  and  enlarged  _edition._  Every 
user  of  a  gas  engine  needs  this  book.  Simple,  instructive,  and 
rig^it  up-to-date.  The  only  complete  work  on  the  subject.  Tells 
all  about  the  running  and  management  of  gas,  gasoline  and  oil 
engines  as  designed  and  manufactured  in  the  United  States. 
Explosive  motors  for  stationary,  marine  and  vehicle  power  are 
fully  treated,  together  with  illustrations  of  their  parts  and  tabu- 
lated sizes,  also  their  care  and  running  are  included.  Electric 
Ignition  by  Induction  Coil  and  Jump  Sparks  are  fully  explained 
and  illustrated,  including  valuable  information  on  the  testing  foi 
economy  and  power  and  the  erection  of  power  plants. 

The  special  information  on  producer  and  suction  gases  in- 
cluded cannot  fail  to  prove  of  value  to  all  interested  in  the  gen- 
eration of  producer  gas  and  its  utilization  in  gas  engines. 

The  rules  and  regulations  of  the  Board  of  Fire  Underwriters 
in  regard  to  the  installation  and  management  of  Gasoline  Motors 
is  given  in  full,  suggesting  the  safe  installation  of  explosive  motor 
power.  A  list  of  United  States  Patents  issued  on  Gas,  Gasoline 
and  Oil  Engines  and  their  adjuncts  from  1875  to  date  is  included. 
484  pages.    410  engravings.  $3.60  net 
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MODERN  GAS  ENGINES  AND  PRODUCER  GAS 
PLANTS.  By  R.  E.  Mathot,  M.E.  A  practical  treatise  <A 
320  pages,  fully  illustrated  by  175  detailed  illustrations,  setting 
forth  the  principles  of  gas  engines  and  producer  design,  the  selec- 
tion and  installation  of  an  engine,  conditions  of  perfect  opera- 
tion, producer-gas  engines  and  their  possibilities,  the  care  of  gas 
engines  and  producer-gas  plants,  with  a  chapter  on  volatile 
hydrocarbon  and  oil  engines.  This  book  has  been  endorsed  by 
Dugal  Clerk  as  a  most  useful  work  for  all  interested  in  Gas  Engine 
installation  and  Producer  Gas.  Sa.SO 


GEARING   AND   CA^S 


BEVEIi  GEAR  TABLES.  By  D.  Ag.  Engstrom.  No  one 
who  has  to  do  with  bevel  gears  in  any  way  should  be  without 
this  book.  The  designer  and  draftsman  will  find  it  a  great  con- 
venience, while  to  the  m.achinist  who  turns  up  the  blanks  or  cuts 
the  teeth,  it  is  invaluable,  as  all  needed  dimensions  are  given 
and  no  fancy  figuring  need  be  done.  Sl.OO 

CHANGE  GEAR  DEVICES.  By  Oscar  E.  Perrigo.  A 
book  for  every  designer,  draftsman  and  mechanic  who  is  inter- 
ested in  feed  changes  for  any  kind  of  machines.  This  shows  what 
has  been  done  and  how.  Gives  plans,  patents  and  all  information 
that  you  need.  Saves  hunting  through  patent  records  and  rein- 
venting old  ideas.    A  standard  work  of  reference.  $1.00 

DRAFTING  OF  CAMS.  By  Louis  Routllion.  The 
laying  out  of  cams  is  a  serious  problem  unless  you  know  how  to 
go  at  it  right.  This  puts  you  on  the  right  road  for  practically 
any  kind  of  cam  you  are  likely  to  run  up  against.  35  cents 


HYDRAULICS 

^  HYDRAULIC  ENGINEERING.  By  Gardner  D.  Hiscox. 
A  treatise  on  the  properties,  power,  and  resources  of  water  for  all 
purposes.  Including  the  measurement  of  streams;  the  flow  of 
water  in  pipes  or  conduits;  the  horse-power  of  falling  water; 
turbine  and  impact  water-wheels;  wave-motors,  centrifugal, 
reciprocating,  and  air-lift  pumps.  With  300  figures  and  dia- 
grams and  36  practical  tables.    320  pages.  $4.00 


ICE    AND    REFRIGERATION 


POCKET  BOOK  OF  REFRIGERATION  AND  ICE  MAK- 
ING,  By  A.  J.  Wallis-Taylor.  This  is  one  of  the  latest  and 
most  comprehensive  reference  books  published  on  the  subject 
of  refrigeration  and  cold  storage.  It  explains  the  properties  and 
refrigerating  effect  of  the  different  fluids  in  use,  the  manage- 
ment of  refrigerating  machinery  and  the  construction  and  insula- 
tion of  cold  rooms  with  their  required  pipe  surface  for  different 
degrees  of  cold;  freezing  mixtures  and  non-freezing  brines, 
temperatures  of  cold  rooms  for  all  kinds  of  provisions,  cold 
storage  charges  for  all  classes  of  goods,  ice  making  and  storage  of 
ice,  data  and  memoranda  for  constant  reference  by  refrigerating 
engineers,  with  nearly  one  hundred  tables  containing  valuable 
references  to  every  fact  and  condition  required  in  the  installment 
aad  operation  of  a  refrigerating  plant.  81.60 


II 


INVENTIONS— PATENlb 


INVENTOR'S  MANUAL,  HOW  TO  MAKE  A  PATENT! 
PAY.  This  is  a  book  designed  as  a  guide  to  inventors  in  per- 
feccing  their  inventions,  taking  out  their  patents,  and  disposing 
of  them.  It  is  not  in  any  sense  a  Patent  Solicitor's  Circular, 
nor  a  Patent  Broker's  Advertisement.  No  advertisements  of  any 
description  appear  in  the  work.  It  is  a  book  containing  a  quartel 
of  a  century's  experience  of  a  successful  inventor,  together  with 
notes  based  upon  the  experience  of  many  other  inventors.    $1.00 

LATHE  PRACTICE 

MODERN  AMERICAN  LATHE  PRACTICE.  By  Oscar 
E.  Perrigo.  An  up-to-date  book  on  American  Lathe  Work, 
describing  and  illustrating  the  very  latest  practice  in  lathe  and 
boring-mill  operations,  as  well  as  the  construction  of  and  latest 
developments  in  the  manufacture  of  these  important  classes  of 
machine  tools.    300  pages,  fully  illustrated.  83.60 

PRACTICAL  METAL  TURNING.  By  Joseph  G.  Horner. 
A  work  of  404  pages,  fully  illustrated,  covering  in  a  comprehen- 
sive manner  the  modern  practice  of  machining  metal  parts  in 
the  lathe,  including  the  regular  engine  lathe,  its  essential  design, 
its  uses,  its  tools,  its  attachments,  and  the  manner  of  holding  the 
work  and  performing  the  operations.  The  modernized  engine 
lathe,  its  methods,  tools,  and  great  range  of  accurate  work.  The 
Turret  Lathe,  its  tools,  accessories  and  methods  of  performing 
its  functions.  Chapters  on  special  work,  grinding,  tool  holders, 
speeds,  feeds,  modern  tool  steels,  etc.,  etc.  $3.50 

TURNING  AND  BORING  TAPERS.  By  Fred  H.  Col- 
viN.  There  are  two  ways  to  turn  tapers;  the  right  way  and 
one  other.  This  treatise  has  to  do  with  the  right  way;  it  tells 
you  how  to  start  the  work  properly,  how  to  set  the  lathe,  what 
tools  to  use  and  how  to  use  them,  and  forty  and  one  other  little 
things  that  you  should  know.     Fourth  edition.  35  cents 

LIQUID  AIR 

LIQUID  AIR  AND  THE  LIQUEFACTION  OP  GASES. 

By  T.  O'Conor  Sloane.     Theory,  history,  biography,  practical 
applications,  manufacture.    365  pages.     Illustrated.  $3. Go 

LOCOMOTIVE   ENGINEERING 


AIR-BRAKE  CATECHISM.  By  Robert  H.  Blackall. 
This  book  is  a  standard  text  book.  It  covers  the  Westinghouse 
Air-Brake  Equipment,  including  the  No.  5  and  the  No.  6  E  T 
Locomotive  Brake  Equipment;  the  K  (Quick-Service)  Triple 
Valve  for  Freight  Service;  and  the  Cross-Compound  Pump. 
The  operation  of  all  parts  of  the  apparatus  is  explained  in  detail, 
and  a  practical  way  of  finding  their  peculiarities  and  defects, 
with  a  proper  remedy,  is  given.  It  contains  2,000  questions  with 
their  answers,  which  will  enable  any  railroad  man  to  pass  any 
examination  on  the  subject  of  Air  Brakes.  Endorsed  and  used 
by  air-brake  instructors  and  examiners  on  nearly  every  rail- 
road in  the  United  States.  23d  Edition.  380  pages,  fully 
illustrated  with  folding  plates  and  diagrams,  $3.0# 
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AMERICAN  COMI^OITND  LOCOMOTIVES.  Sy  PreO 
H.  CoLViN.  The  most  complete  book  on  compounds  published. 
Shows  all  types,  including  the  balanced  compound.  Makes 
everything  clear  by  many  illustrations,  and  shows  valve  setting, 
breakdowns  and  repairs.     142  pages.  81.00 

APPLICATION  OF  HIGHLY  SUPERHEATED  STEAM 
TO  LOCOMOTIVES.  By  Robert  Garbe.  A  practical  book. 
Contains  special  chapters  on  Generation  of  Highly  Superheated 
Steam;  Superheated  Steam  and  the  Two-Cylinder  Simple 
Engine;  Compounding  and  Superheating;  Designs  of  I^ocomotive 
Superheaters;  Constructive  Details  of  Locomotives  using  Highly 
Superheated  Steam;  Experimental  and  Working  Results.  Illus- 
trated with  folding  plates  and  tables.  $3.50 

COMBUSTION  OF  COAL  AND  THE  PREVENTION 
OF  SMOKE.  By  Wm.  M.  Barr.  To  be  a  success  a  fireman 
rnust  be  "  Light  on  Coal."  He  must  keep  his  fire  in  good  con- 
dition, and  prevent  as  far  as  possible,  the  smoke  nuisance. 
To  do  this,  he  should  know  how  coal  burns,  how  smoke  is  formed 
and  the  proper  burning  of  fuel  to  obtain  the  best  results.  He 
can  learn  this,  and  more  too,  from  Barr's  "Combination  of  Coal." 
It  is  an  absolute  authority  on  all  questions  relating  to  the  Firing 
of  a  Locomotive.     Nearly  350  pages,  fully  illustrated.  $1.00 

LINK  MOTIONS,  VALVES  AND  VALVE  SETTING.   By 

Fred  H.  Colvin,  Associate  Editor  of.  "American  Machinist." 
A  handy  book  that  clears  up  the  mysteries  of  valve  setting. 
Shows  the  different  valve  gears  in  use,  how  they  work,  and  why. 
Piston  and  slide  valves  of  different  types  are  illustrated  and 
explained.  A  book  that  every  railroad  man  in  the  motive- 
power  department  ought  to  have.    Fully  illustrated.    60  cents. 

LOCOMOTIVE  BOILER  CONSTRUCTION.  By  Frank 
A.  Kleinhans.  The  only  book  showing  how  locomotive 
boilers  are  built  in  modern  shops.  Shows  all  types  of  boilers 
used;  gives  details  of  construction;  practical  facts,  such  as 
life  of  riveting  punches  and  dies,  work  done  per  day,  allowance 
for  bending  and  flanging  sheets  and  other  data  that  means  dol- 
lars to  any  railroad  man.  421  pages,  334  illustrations.  Six 
folding  plates.  $3.00 

LOCOMOTIVE  BREAKDOWNS  AND  THEIR  REM- 
EDIES. By  Geo.  L.  Fowler.  Revised  by  Wm.  W.  Wood, 
Air-Brake  Instructor.  Just  issued  1910  Revised  pocket  edition. 
It  is  out  of  the  question  to  try  and  tell  you  about  every  subject 
that  is  covered  in  this  pocket  edition  of  Locomotive  Breakdowns. 
Just  imagine  all  the  common  troubles  that  an  engineer  may  ex- 
pect to  happen  some  time,  and  then  add  all  of  the  unexpected 
ones,  troubles  that  could  occur,  but  that  you  had  never  thought 
about,  and  you  will  find  that  they  are  all  treated  with  the  very 
best  methods  of  repair.  Walschaert  Locomotive  Valve  Gear 
Troubles,  Electric  Headlight  Troubles,  as  well  as  Questions  and 
Answers  on  the  Air  Brake  are  all  included.  294  pages.  Fully 
illustrated.  $1.00 

LOCOMOTIVE  CATECHISM.  By  Robert  Grimshaw. 
27th  revised  and  enlarged  edition.  This  may  well  be  called  an 
encyclopedia  of  the  locomotive.  Contains  over  4,000  examina- 
tion questions  with  their  answers,  including  among  them  thc>se 
asked  at  the  First,  Second  and  Third  year's  Examinations. 
825  pages,  437  illustrations  and  3  folding  plates.  $3^.50 


NEW  YORK  AIK-BTLAKE  CATECHISM.  By  Robert 
H.  Blackall.  This  i?  a  complete  treatise  on  the  New  York 
Air-Brake  and  Air-Signalling  Apparatus,  giving  a  detailed  de- 
scription of  all  the  parts,  their  operation,  troubles,  and  the 
methods  of  locating  and  remedying  the  same.  200  pages,  fully 
illustrated.  Sl.OO 

POCKET-RAILROAD  DICTIONARY  AND  VADE  ME- 
CUiVl.  By  Fred  H.  Colvin,  Associate  Editor  "American 
Machinist."  Different  from  any  hook  you  ever  saw.  Gives  clear 
and  concise  information  on  just  the  points  you  are  interested  in. 
It's  really  a  pocket  dictionary,  fully  illustrated,  and  so  arranged 
that  you  can  find  just  what  you  want  in  a  second  without  an 
index.  Whether  you  are  interested  in  Axles  or  Acetylene;  Com- 
pounds or  Counter  Balancing;  Rails  or  Reducing  Valves;  Tires 
or  Turntables,  you'll  find  them  in  this  little  book.  It's  very 
complete.     Flexible  cloth  cover,  200  pages.  SI. 00 

TRAIN  RULES  AND  DESPATCHING.     By  H.  A.  Dalby. 

Contains  the  standard  code  for  both  single  and  double  track  and 
explains  how  trains  are  handled  under  all  conditions.  Gives  all 
signals  in  colors,  is  illustrated  wherever  necessary,  and  the 
most  complete  book  in  print  on  this  important  subject.  Bound 
in  fine  .seal  flexible  leather.    221  pages.  $1.50 

WALSCHAERT    LOCOMOTIVE    VALVE     GEAR.     By 

Wm.  W.  Wood.  If  you  would  thoroughly  understand  the 
Walschaert  Valve  Gear,  you  should  possess  a  copy  of  this  book. 
The  aiithor  divides  the  subject  into  four  divisions,  as  follows: 
I.  Analysis  of  the  gear.  II.  Designing  and  erecting  of  the  gear. 
III.  Advantages  of  the  gear.  IV.  Questions  and  answers  re- 
lating to  the  Walschaert  Valve  Gear.  This  book  is  specially  valu- 
able to  those  preparing  for  promotion.    Nearly  200  pages.  $1.50 

WESTINGHOUSE  E  T  AIR-BRAKE  INSTRUCTION 
POCKET  BOOK  CATECHISM.  By  Wm.  W.  Wood,  Air-Braka 
Instructor.  A  practical  work  containing  examination  questions 
and  answers  on  the  E  T  Equipment.  Covering  what  the  E  T 
Brake  is.  How  it  should  be  operated.  What  to  do  when  de- 
fective. Not  a  question  can  be  asked  of  the  engineman  up  for 
promotion  on  either  the  No.  s  or  the  No.  6  E  T  equipment  that 
is  not  asked  and  answered  in  the  book.  If  you  want  to  thor- 
oughly understand  the  E  T  equipment  get  a  copy  of  this  book. 
It  covers  every  detail.  Makes  Air-Brake  troubles  and  examina- 
tions easy.  Fully  illustrated  with  colored  plates,  showing 
various  pressures.  $3.00 


MACHINE   SHOP    PRACTICE 


AMERICAN  TOOL  MAKING  AND  INTERCHANGE- 
ABLE MANUFACTURING.  _  By  J.  V.  Woodworth.  ^A 
practical  treatise  on  the  designing,  constructing,  use,  and  in- 
stallation of  tools,  jigs,  fixtures,  devices,  special  appliances, 
sheet-metal  working  processes,  auvomatic  mechanisms,  and 
labor-saving  contrivances;  together  with  their  use  in  the  lathe 
milling  machine,  turret  lathe,  screw  machine,  boring  mill,  power 
press,  drill,  subpress,  drop  hammer,  etc.,  for  the  working  of 
metals,  the  production  of  interchangeable  machine  parts,  and 
the  manufacture  of  repetition  articles  of  metal.  560  pages, 
600   illustrations.  $4.00 


BUENLEY'S  ENCYCLOPEDIA  OF  PRACTICAL  EN- 
GINEERING AND  ALLIED  TRADES.  Edited  by  Joseph 
G.  Horner.  A.M.I.Mech.I.  This  work  covers  the  entire  prac- 
tice of  Civil  and  Mechanical  Engineering.  The  best  known  ex- 
perts in  all  branches  of  engineering  have  contributed  to  these 
volumes.  The  Cyclopedia  is  admirably  well  adapted  to  the  needs 
of  the  beginner  and  the  self-taught  practical  man,  as  well  as  the 
mechanical  engineer,  designer,  draftsman,  shop  superintendent, 
foreman  and  machinist. 

It  is  a  modern  treatise  in  five  volumes.  Handsomely  bound 
j'n  Half  Morocco,  each  volume  containing  nearly  500  pages,  with 
thousands  of  illustrations,  including  diagrammatic  and  sectional 
drawings  with  full  explanatory  details.  S25.00  for  the  com- 
plete set  of  five  volumes.  S6.00  per  volume,  when  ordered  singly. 

MACHINE  SHOP  ARITHMETIC.  By  Colvin-Cheney. 
Most  popular  book  for  shop  men.  Shows  how  all  shop  problems 
are  worked  out  and  "why."  Includes  change  gears  for  cutting 
any  threads;  drills,  taps,  shink  and  force  fits;  metric  system 
of  measurements  and  threads.  Used  by  all  classes  of  mechanics 
and  for  instruction  of  Y.  M.  C.  A._  and,  other  schools.  Fifth 
edition.     131  pages.  50  cents 

MECHANICAL  MOVEMENTS,  POWERS,  AND  DE- 
VICES. By  Gardner  D.  Hiscox.  This  is  a  collection  of  1890 
engravings  of  different  mechanical  motions  and  appliances,  ac- 
companied by  appropriate  text,  making  it  a  book  of  great  value 
to  the  inventor,  the  draftsman,  and  to  all  readers  with  mechanical 
tastes.  The  book  is  divided  into  eighteen  sections  or  chapters 
in  which  the  subject  matter  is  classified  under  the  following 
heads:  Mechanical  Powers,  Transmission  of  Power,  Meastirement 
of  Power,  Steam  Power,  Air  Power  Appliances,  Electric  Powei 
and  Construction,  Navigation  and  Roads,  Gearing,  Motion  and 
Devices,  Controlling  Motion,  Horological,  Mining,  Mill  and 
Factory  Appliances,  Construction  and  Devices,  Drafting  Devices, 
Miscellaneous  Devices,  etc.     nth  edition.     400  octavo  pages. 

$2.50 

MECHANICAL  APPLIANCES,  MECHANICAL  MOVE- 
MENTS    AND     NOVELTIES     OF    CONSTRUCTION.     By 

Gardner  D.  Hiscox.  This  is  a  supplementary  volume  to  the 
one  upon  mechanical  movements.  Unlike  the  first  volume, 
which  is  more  elementary  in  character,  this  volume  contains 
illustrations  and  descriptions  of  many  combinations  of  motions 
and  of  mechanical  devices  and  appliances  found  in  different  lines 
of  Machinery.  Each  device  being  shown  by  a  line  drawing  with 
a  description  showing  its  working  parts  and  the  method  of  opera-' 
tion.  From  the  multitude  of  devices  described,  and  illustrated, 
might  be  mentioned,  in  passing,  such  items  as  conveyors  and 
elevators,  Prony  brakes,  thermometers,  various  types  of  boilers, 
solar  engines,  oil-fuel  burners,  condensers,  evaporators,  Corliss 
and  other  valve  gears,  governors,  gas  engines,  water  motors  of 
various  descriptions,  air  ships,  motors  and  dynamos,  automobile 
and  motor  bicycles,  railway  block  signals,  car  couples,  link  and 
gear  motions,  ball  bearings,  breech  block  mechanism  for  heavy 
guns,  and  a  large  accumulation  of  others  of  equal  importance. 
1 ,000  specially  made  engravings.     396  octavo  pages.  83.50 

SPECIAL  OFFER  P5^^i5^°T°^^°^^^  ^f^  f°^  ^^-5°  ^ach 

_  but  when  the  two  volumes  are  ordered 

at  one  time  from  us,  we  send  them  prepaid  to  any  address  in  the 
world,  on  receipt  of  $4-oo.  You  save  $i  by  ordering  the  two 
volumes  of  Mechanical  Movements  at  one  time. 


MODERN  MACHINE  SHOP  CONSTRUCTION,  EQUIP- 
MENT   AND    MANAGEMENT.      By    Oscar    E.    Pekrigo. 

The  only  work  published  that  describes  the  Modern  Machine 
Shop  or  Manufacturing  Plant  from  the  time  the  grass  is  growing 
on  the  site  intended  for  it  until  the  finished  product  is  shipped. 
Just  the  book  needed  by  those  contemplating  the  erection  of 
modern  shop  buildings,  the  rebuilding  and  reorganization  of  old 
ones,  or  the  introduction  of  Modern  Shop  Methods,  Time  and 
Cost  Systems.  It  is  a  book  written  and  illustrated  by  a  prac- 
.tical  shop  man  for  practical  shop  men  who  are  too  busy  to  read 
theories  and  want  facts.  It  is  the  most  complete  all-around  book 
of  its  kind  ever  published.  400  large  quarto  pages,  225  original 
and  specially-made  illustrations,  $5.00 

MODERN  MACHINE  SHOP  TOOLS;  THEIR  CON- 
STRUCTION, OPERATION,  AND  IVIANIPULATION.      By 

W.  H.  Vandervoort.  A  work  of  555  pages  and  673  illustra- 
tions, describing  in  every  detail  the  construction,  operation,  and 
manipulation  of  both  Hand  and  Machine  Tools.  _  Includes 
chapters  on  filing,  fitting,  and  scraping  surfaces;  on  drills,  ream- 
ers, taps,  and  dies;  the  lathe  and  its  tools;  planers,  shapers, 
and  their  tools;  milling  machines  and  cutters;  gear  cutters  and 
gear  cutting;  drilling  machines  and  drill  work;  grinding  ma- 
chines and  their  work;  hardening  and  tempering;  gearing, 
belting  and  transmission  machinery;    useful  data  and  tables. 

$4.00 

THE  MODERN  3IACHINIST.  By  John  T.  Usher.  This 
book  might  be  called  a  compendium  of  shop  methods,  showing  a 
variety  of  special  tools  and  appliances  which  will  give  new  ideas 
to  many  mechanics  from  the  superintendent  down  to  the  man 
at  the  bench.  It  will  be  found  a  valuable  addition  to  any  machin- 
ist's library  and  should  be  consulted  whenever  a  new  or  difficult 
job  is  to  be  done,  whether  it  is  boring,  milling,  turning,  or  plan- 
ing, as  they  are  all  treated  in  a  practical  manner.  Fifth  edition. 
320  pages,  250  illustrations.  $3.50 

MODERN  MECHANISM.  Edited  by  Park  Benjamin.  A 
practical  treatise  on  machines,  motors  and  the  transmissien  of 
power,  being  a  complete  work  and  a  supplementary  volume  to 
Appleton's  Cyclopedia  of  Applied  Mechanics.  Deals  solely  with 
the  principal  and  most  useful  advances  of  the  past  few  years. 
959  pages  containing  over  1,000  iUustrations;  bound  in  half 
morocco.  $4.00 

MODERN  MILLING  MACHINES:  THEIR  DESIGN, 
CONSTRUCTION  AND  OPERATION.  By  Joseph  G. 
Horner.  This  book  describes  and  illustrates  the  Milling  Ma- 
chine and  its  work  in  such  a  plain,  clear,  and  forceful  manner, 
and  illustrates  the  subject  so  clearly  and  completely,  that  the 
up-to-date  machinist,  student,  or  mechanical  engineer  can  not 
afford  to  do  without  the  valuable  information  which  it  contains. 
It  describes  not  only  the  early  machines  of  this  class,  but  notes 
their  gradual  development  into  the  splendid  machines  of  the 
present  day,  giving  the  design  and  construction  of  the  various 
types,  forms,  and  special  features  produced  by  prominent 
manufacturers,  American  and  foreign.  304  pages,  300  illustra- 
tions. $4.00 

"  SHOP  KINKS."  By  51obert  Grimshaw.  This  shows 
special-  methods  of  doing  work  of  various  kinds,  and  reducing 
cost  of  production.  Has  hints  and  kinks  from  some  of  the  largest 
shops  in  this  country  and  Europe.  You  are  almost  sure  to  find 
some  that  apply  to  your  work,  and  in  such  a  way  as  to  save  time 
and  trouble.     400  pages.     Fourth  edition.  $2.60 


TOOLS    FOB  ]\IACHINISTS  AND    WOOD  WOKKERS, 
INCLUDING  INSTRUMENTS  OF  MEASUREMENT.      By 

Joseph  G.  Horner.  A  practical  treatise  of  340  pages,  fully 
illustrated  and  comprising  a  general  description  and  classifica- 
tion of  cutting  tools  and  tool  angles,  allied  cutting  tools  for 
machinists  and  woodworkers;  shearing  tools;  scraping  tools; 
saws;  milling  cutters;  drilling  and  boring  tools;  taps  and  dies; 
punches  and  hammers;  and  the  hardening,  tempering  and 
grinding  of  these  tools.  Tools  for  measuring  and  testing  work, 
including  standards  of  measurement;  surface  plates;  levels; 
surface  gauges;  dividers;  calipers;  verniers;  micrometers; 
snap,  cylindrical  and  limit  gauges;  screw  tliread,  wire  and 
reference  gauges,  indicators,  templets,  etc.  $3.60 

MANUAL  TRAINING 


ECONOMICS    OF    MANUAL  TRAINING.      By    Louis 

RouiLLiON.  The  only  book  that  gives  just  the  information 
needed  by  all  interested  in  manual  training,  regarding  buildings, 
equipment  and  supplies.  Shows  exactly  what  is  needed  for  all 
grades  of  the  woi  k  from  the  Kindergarten  to  the  High  and  Nor- 
mal School.  Gives  itemized  lists  of  everything  needed  and  tells 
just  what  it  ought  to  cost.     Also  shows  where  to  buy  suppliies. 

$1.60 

MARINE   ENGINEERING 


MARINE  ENGINES  AND  BOILERS,  THEIR  DESIGN 
AND  CONSTRUCTION.  By  Dr.  G.  Bauer,  Leslie  S. 
Robertson,  and  S.  Bryan  Donkin.  _  This  work  is  clearly 
written,  thoroughly  systematic,  theoretically  sound;  while  the 
character  of  its  plans,  drawings,  tables,  and  statistics  is  without 
reproach.  The  illustrations  are  careful  reproductions  from 
actual  working  drawings,  with  some  well-executed  photographic 
views  of  completed  engines  and  boilers.  $9.00  net 

MINING 


5  ORE  DEPOSITS  OF  SOUTH  AFRICA  WITH  A 
CHAPTER  ON  HINTS  TO  PROSPECTORS.  By  J.  P.  John- 
son. This  book  gives  a  condensed  account  of  the  ore-deposits 
at  present  known  in  South  Africa.  It  is  also  intended  as  a  guide 
to  the  prospector.  Only  an  elementary  knowledge  of  geology 
and  some  mining  experience  are  necessary  in  order  to  under- 
stand this  work.  With  these  qualifications,  it  will  materially 
assist  one  in  his  search  for  metalliferous  mineral  occurrences 
and,  so  far  as  simple  ores  are  concerned,  should  enable  one  to 
form  some  idea  of  the  possibilities  of  any  they  may  find. 

Among  the  chapters  given  are:  Titaniferous  and  Chromif- 
erous  Iron  Oxides — Nickel — Copper — Cobalt — ^Tin — Molyb- 
denum— Tungsten — Lead — Mercury — Antimony — I  r  o  n — Hints 
to  Prospectors.     Illustrated.  $3.00 

PRACTICAL  COAL  MINING.  By  T.  H.  Cockin.  An  im- 
portant work,  containing  428  pages  and  213  illustrations,  com- 
plete with  practical  details,  which  will  intuitively  impart  to  the 
reader,  not  only  a  general  knowledge^  of  the  principles  of  coal 
mining,  but  also  considerable  insight  into  allied  subjects.  The 
treatise  is  positively  up  to  date  in  every  instance,  and  should 
be  in  the  hands  of  every  colliery  engineer,  geologist,  mine 
operator,  superintendent,  foreman,  and  all  others  who  are  in- 
terested in  or  connected  with  the  industry.  $3.60 


PHYSICS  AND  CHEMISTRY  OF  MINING.      By  T.  H. 

Byrom.  a  practical  work  for  the  use  of  all  preparing  for  ex- 
aminations in  mining  or  qualifying  for  colliery  managers'  cer- 
tificates. The  aim  of  the  author  in  this  excellent  book  is  to  place 
clearly  before  the  reader  useful  and  authoritative  data  which 
will  render  him  valuable  assistance  in  his  studies.  The  only  work 
of  its  kind  published.  The  information  incorporated  in  it  will 
prove  of  the  greatest  practical  utility  to  students,  mining  en- 
gineers, colliery  managers,  and  all  others  who  are  specially  in- 
terested in  the  present-day  treatment  of  mining  problems.  i6o 
pages.     Illustrated.  S3.00 

MISCELLANEOUS 


BRONZES.  Henley's  Twentieth  Century  Receipt  Book  con- 
tains many  practical  formulas  on  bronze  casting,  imitation 
bronze,  bronze  polishes,  renovation  of  bronze.  See  page  24  for 
full  description  of  this  book.  S3.00 

EMINENT  ENGINEERS.  By  DwiGHT  Goddard.  Every- 
one who  appreciates  the  effect  of  such  great  inventions  as  the 
Steam  Engine,  Steamboat,  Locomotive,  Sewing  Machine,  Steel 
Working,  and  other  fundamental  discoveries,  is  interested  in 
knowing  a  little  about  the  men  who  made  them  and  their  achieve- 
ments. 

Mr.  Goddard  has  selected  thirty-two  of  the  world's  engineers 
who  have  contributed  most  largely  to  the  advancement  of  our 
civilization  by  mechanical  means,  giving  only  such  facts  as  are  of 
general  interest  and  in  a  way  which  appeals  to  all,  whether 
mechanics  or  not.    280  pages,  35  illustrations.  $1.60 

ILAWS  OF  BUSINESS,  By  Theophilus  Parsons,  LL.D. 
The  Best  Book  for  Business  Men  ever  Published.  Treats  clearly 
of  Contracts,  Sales,  Notes,  Bills  of  Exchange,  Agency,  Agree- 
ment, Stoppage  in  Transitu,  Consideration,  Limitations,  Leases, 
Partnership,  Executors,  Interest,  Hotel  Keepers,  Fire  and  Life 
Insurance,  Collections,  Bonds,  Frauds,  Receipts,  Patents,  Deeds 
Mortgages,  Liens,  Assignments,  Minors,  Married  Women,  Arbi- 
tration, Guardians,  Wills,  etc.  Three  Hundred  Approved  Forms 
are  given.  Every  Business  Man  should  have  a  copy  of  this  book 
for  ready  reference.  The  book  is  bound  in  full  sheep  and  Con- 
tains 864  Octavo  Pages.     Our  special  price.  $3.60 

PATTERN    MAKING 

PRACTICAL.  PATTERN  MAKING.  By  F.  W.  Barrows. 
This  is  a  very  complete  and  entirely  practical  treatise  on  the 
subject  of  pattern  making,  illustrating  pattern  work  in  wood  and 
metal.  From  its  pages  you  are  taught  just  what  you  should 
know  about  pattern  making.  It  contains  a  detailed  description 
of  the  materials  used  by  pattern  makers,  also  the  tools,  both 
those  for  hand  use,  and  the  more  interesting  machine  tools;  hav- 
ing complete  chapters  on  The  Band  Saw,  The  Buzz  Saw,  and  The 
Lathe.  Individual  patterns  of  many  different  kinds  are  fully 
illustrated  and  described,  and  the  mounting  of  metal  patterns  on 
plates  for  molding  machines  is  included.  S3. 00 

PERFUMERY 


HENLEY'S  TWENTIETH  CENTURY  BOOK  OF  RE- 
CEIPTS, FORMULAS  AND  PROCESSES.  Edited  by  G.  D. 
Hiscox.  The  most  valuable  Techno-Chemical  Receipt  Book 
published.  Contains  over  10,000  practical  Receipts  many  of 
which  will  prove  of  special  value  to  the  perfumer,  a  mine  of  in- 
formation, up  to  date  in  every  respect.  Cloth,  S3. 00;  half 
morocco.     See  page  24  for  full  description  of  this  book.     S4.00 


PERFUMES  AND  THEIR  PREPARATION.     By  G.  W. 

AsKiNsoN,  Perfumer.  A  comprehensive  treatise,  in  which 
there  has  been  nothing  omitted  that  could  be  of  value  to  the 
Perfumer.  Complete  directions  for  making  handkerchief  per- 
fumes, smelling-salts,  sachets,  fumigating  pastilles;  preparations 
for  the  care  of  the  skin,  the  mouth,  the  hair,  cosmetics,  hair  dyes 
and  other  toilet  articles  are  given,  also  a  detailed  description 
of  aromatic  substances;  their  nature,  tests  of  purity,  and 
wholesale  manvtfacture.  A  book  of  general,  as  well  as  profes- 
sional interest,  meeting  the  wants  not  only  of  the  druggist  and 
perfume  manufacturer,  but  also  of  the  general  public.  Third 
edition.    312  pages.    Illustrated.  83.00 


PLUMBING 


MODERN  PLUMBING    ILLUSTRATED.       By    R.    M. 

Starbuck.  The  author  of  this  book,  Mr.  R.  M.  Starbuck,  is  one 
of  the  leading  authorities  on  plumbing  in  the  United  States.  The 
book  represents  the  highest  standard  of  plumbing  work.  It  has 
been  adopted  and  used  as  a  reference  book  by  the  United  States 
Government,  in  its  sanitary  work  in  Cuba,  Porto  Rico  and  the 
Phihppines,  and  by  the  principal  Boards  of  Health  of  the  United 
States  and  Canada. 

It  gives  Connections,  Sizes  and  Working  Data  for  All  Fixtures 
and  Groups  of  Fixtures.  It  is  helpful  to  the  Master  Plumber  in 
Demonstrating  to  his  customers  and  in  figuring  work.  It  gives 
the  Mechanic  and  Student  quick  and  easy  Access  to  the  best 
Modern  Plumbing  Practice.  Suggestions  for  Estimating  Plumb- 
ing Construction  are  contained  in  its  pages.  This  book  repre- 
sents, in  a  word,  the  latest  and  best  up-to-date  practice,  and 
shoula  be  in  the  hands  of  every  architect,  sanitary  engineer 
and  plumber  who  wishes  to  keep  himself  up  to  the  minute  on  this 
important  feature  of  construction.  400  octavo  pages,  fully 
illustrated  by  55  full- page  engravings.  84.00 


RUBBER 


HENLEY'S  TWENTIETH  CENTURY  BOOK  OF  RE- 
CEIPTS, FORMULAS  AND  PROCESSES.  Edited  by  Gard- 
ner D.  Hiscox.  Contains  upward  of  10,000  practical  receipts, 
including  among  them  formulas  on  artificial  rubber.  See  page 
24  for  full  description  of  this  book.,  83.00 

RUBBER  HAND  STAMPS  AND  THE  MANIPULATION 
OF  INDIA  RUBBER.  By  T,  O'Conor  Sloane.  This  book 
gives  full  details  on  all  points,  treating  in  a  concise  and  simple 
manner  the  elements  of  nearly  everything  it  is  necessary  to  under- 
stand for  a  commencement  in  any  branch  of  the  India  Rubber 
Manufacture.  The  making  of  all  kinds  of  Rubber  Hand  Stamps, 
Small  Articles  of  India  Rubber,  U.  S.  Government  Composi- 
tion, Dating  Hand  Stamps,  the  Manipulation  of  Sheet  Rubber, 
Toy  Balloons,  India  Rubber  Solutions,  Cements,  Blackings, 
Renovating  Varnish,  and  Treatment  for  India  Rubber  Shoes, 
etc.;  the  Hektograph  Stamp  Inks,  and  Miscellaneous  Notes, 
with  a  Short  Account  of  the  Discovery,  Collection,  and  Manufac- 
ture of  India  Rubber  are  set  forth  in  a  manner  designed  to  be 
readily  understood,  the  explanations  being  plain  and  simple. 
Second  edition,     144  jaages.     Illustrated.  81.00 
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SAWS 


SAW    FILING  AND    MANAGEMENT  OF  SAWS.      By 

Robert  Grimshaw.  A  practical  hand  book  on  filing,  gumming, 
swaging,  hammering,  and  the  brazing  of  band  saws,  the  speed, 
work,  and  power  to  run  circular  saws,  etc.  A  handy  book  for 
those  who  have  charge  of  saws,  or  for  those  mechanics  who  do 
their  own  filing,  as  it  deals  with  the  proper  shape  and  pitches  of 
saw  teeth  of  all  kinds  and  gives  many  useful  hints  and  rules  for 
gumming,  setting,  and  filing,  and  is  a  practical  aid  to  those  who 
use  saws  for  any  purpose.  New  edition,  revised  and  enlarged. 
Illustrated.  »1.00 

SCREW  CUTTING 


THREADS  AND  THREAD  CUTTING.  ByXoLVlN  and 
Stabsl.  This  clears  up  many  of  the  mysteries  of  thread- 
cutting,  such  as  double  and  triple  threads,  internal  threads,  catch- 
ing threads,  use  of  hobs,  etc.  Contains  a  lot  of  useful  hints  and 
several  tables.  26  cents 

SHEET   METAL   WORK 


DIES,  THEIR  CONSTRUCTION  AND  USE  FOR  THE 
MODERN    WORKING    OF    SHEET    METALS.       By    J.   V. 

WooDWORTH.  A  new  book  by  a  practical  man,  for  those  who 
wish  to  know  the  latest  practice  in  the  working  of  sheet  metals. 
It  shows  how  dies  are  designed,  made  and  used,  and  those  who 
are  engaged  in  this  line  of  work  can  secure  many  valuable 
suggestions.  $3.00 

PUNCHES,  DIES  AND  TOOLS  FOR  MANUFACTUR- 
ING IN  PRESSES.  By  J.  V.  Woodworth.  A  work  of  500 
pages  and  illustrated  by  nearly  700  engravings,  being  an  en- 
cyclopedia of  die-making,  punch-making,  die  sinking,  sheet- 
metal  working,  and  making  of  special  tools,  subpresses,  devices 
and  mechanical  combinations  for  punching,  cutting,  bending, 
forming,  piercing,  drawing,  compressing,  and  assembling  sheet- 
metal  parts  and  also  articles  of  other  materials  in  machine  tools. 

94.00 

STEAM   ENGINEERING 

AMERICAN  STATIONARY  ENGINEERING.      By  W. 

E.  Crane.  A  new  book  by  a  well-known  author.  Begins  at 
the  boiler  room  and  takes  in  the  whole  power  plant.  Contains 
the  result  of  years  of  practical  experience  in  all  sorts  of  engine 
rooms,  and  gives  exact  information  that  cannot  be  found  else- 
where. It's  plain  enough  for  practical  men  and  yet  of  value  to 
those  high  in  the  profession.  Has  a  complete  examination  for  a 
license.  »3.00 

*  BOILER  ROOM  CHART.  By  Geo.  L.  Fowler.  A  Chart 
— size  14x28  inches — showing  in  isometric  perspective  the 
piechanisms  belonging  in  a  modern  boiler  room.  Water  tube 
boilers,  ordinary  grates  and  mechanical  stokers,  feed  water 
heaters  and  pumps  comprise  the  equipment.  The  various  parts 
are  shown  broken  or  removed,  so  that  the  internal  construction 
is  fully  illustrated.  Each  part  is  given  a  reference  number,  and 
these,  with  the  corresponding  name,  are  given  in  a  glossary 
printed  at  the  sides.  This  chart  is  really  a  dictionary  of  the 
boiler  room — the  names  of  more  than  200  parts  being  given. 
It  is  educational — ^worth  many  times  its  cost.    _     '"   /}5  cents 


,  ENGINE  RUNNER'S  CATECEHSM.  By  Robert  Grim- 
SHAW.  Tells  how  to  erect,  adjust,  and  run  the  principal  steam 
engines  in  use  in  the  United  States.  The  work  is  of  a  handy 
size  for  the  pocket.  To  young  engineers  this  catechism  will  be 
of  great  value,  especially  to  those  who  may  be  preparing  to  go 
forward  to  be  examined  for  certificates  of  competency;  and 
to  engineers  generally  it  will  be  of  no  little  service  as  they  will 
find  in  this  volume  more  really  practical  and  useful  information 
than  is  to  be  found  anywhere  else  within  a  like  compass.  387 
pages.     Sixth  edition.  $3.00 

ENGINE    TESTS  AND    BOILER  EFFICIENCIES.     By 

J.  BucHETTi.  This  work  fully  describes  and  illustrates  the 
method  of  testing  the  power  of  steam  engines,  turbine  and 
explosive  motors.  The  properties  of  steam  and  the  evapora- 
tive power  of  fuels.  Combustion  of  fuel  and  chimney  draft; 
with  formulas  explained  or  practically  computed.  255  pages, 
179  illustrations.  S3. 00 

HORSE  POWER  CHART.  Shows  the  horse  power  of  any 
stationary  engine  without  calculation.  .No  matter  what  the 
cylinder  diameter  or  stroke;  the  steam  pressure  or  cut-ofif;  the 
revolutions,  or  whether  condensing  or  non-condensing,  it's  all 
there.  Easy  to  use,  accurate,  and  saves  time  and  calculations. 
Especially  useful  to  engineers  and  designers.  60  cents 

MODERN  STEAM  ENGINEERING  IN  THEORY  AND 
PRACTICE.  By  Gardner  D.  Hiscox.  This  is  a  complete  and 
practical  work  issued  for  Stationary  Engineers  and  Firemen 
dealing  with  the  care  and  management  of  Boilers,  Engines, 
Pumps,  Superheated  Steam,  Refrigerating  Machinery,  Dyna- 
mos, Motors,  Elevators,  Air  Compressors,  and  all  other  branches 
with  which  the  modem  Engineer  must  be  familiar.  Nearly 
200  Questions  with  their  Answers  on  Steam  and  Electrical 
Engineering,  likely  to  be  asked  by  the  Examining  Board,  are 
included,     487  pages,  405  engravings.  S3. 00 

STEAM  ENGINE  CATECHISM.  By  Robert  Grimsh aw. 
This  volume  of  413  pages  is  not  only  a  catechism  on  the  question 
and  answer  principle;  but  it  contains  formulas  and  worked- out 
answers  for  all  the  Steam  problems  that  appertain  to  the  opera- 
tion and  management  of  the  Sterm  Engine.  Illustrations  of 
various  valves  and  valve  gear  with  their  principles  of  operation 
are  given.  3  4  tables  that  are  indispensable  to  every  engineer  and 
fireman  that  wishes  to  be  progressive  and  is  ambitious  to  become 
master  of  his  calling  are  within  its  pages.  It  is  a  most  valuable 
instructor  in  the  service  of  Steam  Engineering.  Leading  en- 
gineers have  recommended  it  as  a  valuable  educator  for  the  be- 
ginner as  well  as  a  reference  book  for  the  engineer.  Sixteenth 
edition.  $3.0« 

STEAM  ENGINEER'S  ARITHMETIC.  By  Colvin- 
Cheney.  a  practical  pocket  book  for  the  Steam  Engineer. 
Shows  how  to  work  the  problems  of  the  engine  room  and  shows 
"why."  Tells  how  to  figure  horse-power  of  engines  and  boilers; 
area  of  boilers;  has  tables  of  areas  and  circumferences;  steam 
tables;  has  a  dictionary  of  engineering  terms.  Puts  you  onto 
all  of  the  little  kinks  in  figuring  whatever  there  is  to  figure 
around  a  power  plant.  Tells  you  about  the  heat  unit;  absolute 
zero;  adiabatic  expansion;  duty  of  engines;  factor  of  safety; 
and  1,001  other  things;  and  everything  is  plain  and  simple — 
not  the  hardest  way  to  figure,  but  the  easiest.  50  cents 


STEAM  HEATING  AND  VENTILATION 


PRACTICAL.  STEAM,  HOT-WATER  HEATING  AND 
TENTILATION.  By  A.  G.  King.  This  book  is  the  standard 
and  latest  work  published  on  the  subject  and  has  been  prepared 
for  the  use  of  all  engaged  in  the  business  of  steam,  hot-water 
heating  and  ventilation.  It  is  an  original  and  exhaustive  work. 
Tells  how  to  get  heating  contracts,  how  to  install  heating  and 
ventilating  apparatus,  the  best  business  methods  to  be  used,  with 
"Tricks  of  the  Trade"  for  shop  use.  Rules  and  data  for  esti- 
mating radiation  and  cost  and  such  tables  and  information  as 
make  it  an  indispensable  work  for  everyone  interested  in  steam, 
hot-water  heating  and  ventilation.  It  describes  all  the  principal 
systems  of  steam,  hot-water,  vacuum,  vapor  and  vacuum- 
vapor  heating,  together  with  the  new  accelerated  systems  of 
hot -water  circulation,  including  chapters  on  up-to-date  methods 
of  ventilation  and  the  fan  or  blower  system  of  heating  and  venti- 
lation. 

You  should  secure  a  copy  of  this  book,  as  each  chapter  con- 
tains a  mine  of  practical  information.  367  pages,  300  detailed 
engravings.  $3.00 


STEAM  PIPES] 


STEAM  PIPES:  THEIR  DESIGN  AND  CONSTRUC- 
TION. By  Wm.  H.  Booth.  The  work  is  well  illustrated  in  regard 
to  pipe  joints,  expansion  offsets,  flexible  joints,  and  self-contained 
sliding  joints  for  taking  up  the  expansion  of  long  pipes.  In  fact, 
the  chapters  on  the  flow  of  Steam  and  expansion  of  pipes  are  most 
valuable  to  all  steam  fitters  and  users.  The  pressure  strength  of 
pipes  and  method  of  hanging  them  is  well  treated  and  illustrated. 
Valves  and  by-passes  are  fully  illustrated  and  described,  as  are 
also  flange  joints  and  their  proper  proportions.  Exhaust  heads 
and  separators.  One  of  the  most  valuable  chapters  is  that  on 
superheated  steam  and  the  saving  of  steam  by  insulation  with 
the  various  kinds  of  felting  and  other  materials,  with  comparison 
tables  of  the  loss  of  heat  in  thermal  units  from  iiaked  and  felted 
steam  pipes.    Contains  187  pages,  83.00 

STEEL 


AMERICAN  STEEL.  WORKER.  By  E.  R.  Markham. 
The  standard  work  on  hardening,  tempering  and  annealing  steel 
of  all  kinds.  A  practical  book  for  the  machinist,  tool  maker  or 
superintendent.  Shows  just  how  to  secure  best  results  in  any 
case  that  comes  along.  How  to  make  and  use  furnaces  and  case 
harden;  how  to  handle  high-speed  steel  and  how  to  temper  for  all 
classes  of  work.  $2.60 

HARDENING,  TEMPERING,  ANNEALING,  AND 
FORGING  OF  STEEL.  By  J.  V.  Woodworth.  A  new  book 
containing  special  directions  for  the  successful  hardening  and 
tempering  of  all  steel  tools.  Milling  cutters,  taps,  thread  dies, 
reamers,  both  solid  and  shell,  hollow  mills,  punches  and  dies, 
and  all  kinds  of  sheet -metal  working  tools,  shear  blades,  saws, 
fine  cutlery  and  metal-cutting  tools  of  all  descriptions,  as  well 
as  for  all  implements  of  steel  both  large  and  small,  the  simplest, 
and  most  satisfactory  hardening  and  tempering  processes  are 
presented.  The  uses  to  which  the  leading  brands  of  steel  may  be 
adapted  are  concisely  presented,  and  their  treatment  for  work- 
ing under  different  conditions  explained,  as  are  also  the  special 
methods  for  the  hardening  and  tempering  of  special  brands. 
320  pages,  250  illustrations.  $3.60 


HENLEY'S  TWENTIETH  CENTURY  BOOK  OF  RE. 
CEIPTS,  FORMULAS  AND  PROCESSES.  Edited  by  Gard- 
ner D.  Hiscox.  The  most  valuable  techno-chemical  Receipt 
book  published,  giving,  among  other  practical  receipts,  methods 
of  annealing,  coloring,  tempering,  welding,  plating,  polishing 
and  cleaning  steel.  See  page  24  for  full  description  of  this  book. 

$3.00 

WATCH   MAKING 


HENLEY'S  TWENTIETH  CENTURY  BOOK  OF  RE- 
CEIPTS, FORMULAS  AND  PROCESSES.  Edited  by 
Gardner  D.  Hiscox.  Contains  upwards  of  10,000  practical 
formulas  including  many  watchmakers'  formulas.  83.00 

WATCHMAKER'S  HANDBOOK.  By  Claudius  Saunier. 
No  work  issued  can  compare  with  this  book  for  clearness  and 
completeness.  It  contains  498  pages  and  is  intended  as  a  work- 
shop companion  for  those  engaged  in  Watchmaking  and  allied 
Mechanical  Arts.  Nearly  250  engravings  and  fourteen  plates 
are  included.  $3.00 

WIRELESS  TELEPHONES 


WIRELESS  TELEPHONES  AND   HOW  THEY  WORK. 

By  James  Erskine-Murray.  This  work  is  free  from  elaborate 
details  and  aims  at  giving  a  clear  survey  of  the  way  in  which 
Wireless  Telephones  work.  It  is  intended  for  amateur  workers 
and  for  those  whose  knowledge  of  Electricity  is  slight.  Chap- 
ters contained:  How  We  Hear — Historical — The  Conversion  of 
Sound  into  Electric  Waves — Wireless  Transmission — The  Pro- 
duction of  Alternating  Currents  of  High  Frequency — How  the 
Electric  Waves  are  Radiated  and  Received^The  Receiving 
Instruments — Detectors — Achievements  and  Expectations — 
Glossary  of  Technical  Words.      Cloth.  $1.00 


Henley^s  Twentieth  Century 

Book  of 

Recipes,  Formulas 
and  Processes 

Edited  by  GARDNER  D.  HISCOX,  M.E. 
Price  $3.e0  Cloth  Bindinsr  $4.00  Half  Morocco  Binding 

Contains  over  10,000  Selected  Scientific,  Chemical, 

Technological  and  Practical  Recipes  and 

Processes,  including  Hundreds  of 

So- Called  Trade  Secrets 


for  Every  Business 

THIS  book  of  800  pages  is  the  most  complete  Book  of 
Recipes  ever  published,  giving  thousands  of  recipes 
for  the  manufacture  of  valuable  articles  forevery-day 
use.  Hints,  Helps,  Practical  Ideas  and  Secret  Processes 
are  revealed  within  its  pages.  It  covers  every  branch  of 
the  useful  arts  and  tells  thousands  of  ways  of  making 
money  and  is  just  the  book  everyone  should  have  at  his 
command. 

The  pages  are  filled  with  matters  of  intense  interest  and 
immeasurable  practical  value  to  the  Photographer,  the 
Perfumer,  the  Painter,  the  Manufacturer  of  Glues,  Pastes, 
Cements  and  Mucilages,  the  Physician,  the  Druggist,  the 
Electrician,  the  Brewer,  the  Engineer,  the  Foundryman, 
the  Machinist,  the  Potter,  the  Tanner,  the  Confectioner, 
the  Chiropodist,  the  Manufacturer  of  Chemical  Novelties 
and  Toilet  Preparations,  the  Dyer,  the  Electroplater, 
the  Enameler,  the  Engraver,  the  Provisioner,  the  Glass 
Worker,  the  Goldbeater,  the  Watchmaker  and  Jeweler, 
the  Ink  Manufacturer,  the  Optician,  the  Farmer,  the  Dairy- 
man, the  Paper  Maker,  the  Metal  Worker, the  Soap  Maker, 
the  Veterinary  Surgeon,  and  the  Technologist  in  general. 
A  book  to  which  you  may  turn  with  confidence  that  you 
will  find  what  you  are  looking  for.  A  mine  of  informa- 
tion up-to-date  in  every  respect.  Contains  an  immense 
number  of  formulas  that  every  one  ought  to  have  that  are 
not  found  in  any  other  work. 


SIXTH  EDITION  JUST   PUBLISHED 


MACHINE  SHOP  ARITHMETIC 

--         By  COLVIN- CHENEY 

145  Pages  Price,  SOc.         Bound  in  Cloth 


THIS  is  an  arithmetic  of  the  things  you  have  to  do 
with  daily.  It  tells  you  plainly  about :  how  to 
find  areas  of  figures— how  to  find  surface  or 
volume  of  balls  or  spheres — handy  ways  for  calcula- 
ting—  about  compound  gearing—  cutting  screw  threads 
on  any  lathe  —  drilling  for  taps— speeds  of  drills, 
taps,  emery  wheels,  grindstones,  milling  cutters,  etc. 
— all  about  the  Metric  system  with  conversion  tables— 
properties  of  metals  —  strength  of  bolts  and  nuts— 
decimal  equivalent  of  an  inch.  All  sorts  of  machine 
shop  figuring  and  1001  other  things,  any  one  of  which 
ought  to  be  worth  more  than  the  price  of  this  book  to 
you,  as  it  saves  you  the  trouble  of  bothering  the 
boss. 


This  is  one  of  the  most  popular  Mechanical  books 
in  print.  It  contains  the  greatest  half  a  dollar's  worth  of 
information  ever  put  between  the  two  covers  of  a  book. 
Treats  on  everything  relating  to  Machine  Shop  figuring. 


JUST     PUBLISHED 

gasolineTengines 

Their  Operation,  Use  and  Care. 

BY    A.    HYATT   VERRILL. 

The   Simplest,  Latest   and    Most   Comprehensive 
Popular  work  published  on  Gasoline  Engines 

320    PAGES.  150  ILLUSTRATIONS. 

PRICE,      $1.50. 


Describing  what  the  Gasoline  Engine  is;  its  con- 
struction and  operation  ;  how  to  install  it ;  how 
to  select  it  ;  how  to  use  it  and  how  to  remedy 
troubles  encountered.  Intended  for  Owners, 
Operator  and  Users  of  Gasoline  Motors  of  all 
kinds. 

This  work  fully  describes  and  illustrates  the 
various  types  of  Gasoline  Engines  used  in  Motor 
Boats,  Motor  Vehicles  and  Stationary  Work. 
The  parts,  accessories  and  appliances  are  de- 
scribed, with  chapters  on  ignition,  fuel,  lubrica- 
tion, operation  and  engine  troubles.  Special 
attention  is  given  to  the  care,  operation  and  re- 
pair of  motors  with  useful  hints  and  suggestions 
on  emergency  repairs  and  make-shifts. 

A  complete  glossary  of  technical  terms  and  an 
alphabetically  arranged  table  of  troubles  and 
their  symptoms  form  most  valuable  and  unique 
features  of  this  manual.  Nearly  every  illustra- 
tion in  the  book  is  original,  having  been  made  by 
the  author.  Every  page  is  full  of  interest  and 
value.  A  book  which  you  cannot  afford  to  be 
without. 
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